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However critical the application, Ohmite Riteohm tronic devices requiring extremely accurate resistance = : 
Precision Resistors assure reliability and consistent components. Available from stock in 14-watt and l- | i. | 
accuracy. They are ideal for use in voltmeter multi- watt units in a wide range of values and types... or wis 
pliers, laboratory equipment, test sets, and in elec- made to order... as listed in Bulletin 126. 


Write for Ohmite Precision 
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4812 Flournoy St., Chicago 44 RHEOSTATS ¢ RESISTORS * TAP SWITCHES 


_TYPE T& _ BYR _ 
. _DYKANOL S 
PAPER 

‘CAPACITORS 


Capacitors” 


“BLACK CUB’ : 
MOULDED PAPER | 
TUBULARS | 


TYPE UP 
TV ELECTROLYTICS — 


AUTO 
VIBRATORS 


another in the 


C-D machinery of progress! 


The famous £aradon + line of 
capacitors, Division of RCA, has now 
joined the world's largest capacitor fam- 
ily. C-D makes another great stride in its 
40 years of increasing growth to serve in- 
dustry with the finest capacitors for every 
radio, electronic and TV application. 


Cornell-Dubilier Electric Corporation, Dept. L5-9, 
South Plainfield, New Jersey. Other large plants 
in New Bedford, Worcester, and Brookline, Mass.; 
Indianapolis, Ind.; Providence, R. I. and subsidi- 
ary, The Radiart Corporation, Cleveland, Ohio. 


Reg. Y.$. Por. Of. 


Temp. Coeff. of Resistance: 
+ 0.00002 max. from —50°e to +100°c 


improved electrical resistance alloy: 


Higher Ohmage makes possible Smaller 
Resistors—Increased Savings 


Compared with Manganin and Constantan 
(Advance*), the copper-base alloys widely used for 
high. accuracy wire-wound resistors, the electrical resis- 
tivity of Karma®* is exceptional — 800 ohms per 
circular mil foot, at 20°C, it is more than 2.7 times 
greater. Now you can wind even smaller precision 
resistors at still lower cost per ohm. 


More Stable Resistance permits Wider Ap- 
plications—at Wider Temperature Ranges 


The comparably Low Temperature Coefficient 
of Resistance of Karma remains constant over a very 
much wider temperature range than that of Manganin 


or Constantan (Advance*). The ‘‘useful range’ of. 


Karma is more than 8 times that of Manganinand 4 
times that of Constantan (Advance*). Karma, therefore, 
is especially adapted for service in precision resistors 
that are subjected to severe changes in temperature. 


Low Thermal EMF Value against Copper assures 
Extreme Accuracy 


In cases where error due to voltage generated 
by thermal EMF against copper must be confined to 


negligible proportions, Manganin has long been ac- 
cepted as ideal for resistor windings. The thermal EMF — 


value for Karma against copper is equal to that of 
Manganin itself! 
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High Resistance to Oxidation prolongs Elec- 
trical Properties 


The superior surface oxidation resistance of 
Karma, essentially a nickel chromium alloy, enables it 
to retain its fine electrical properties longer than the 
copper-base alloys Manganin and Constantan (Ad- 
vance”). 


Higher Tensile Strength permits Faster Winding 
Speeds — saves Production Time 


In addition to its outstanding electrical qualities, 
Karma affords physical advantages over the commonly 
accepted alloys. Its higher tensile strength permits 
faster winding speeds; its lower thermal expansion 
minimizes distortion and movement in windings. 

In a word, this urgently needed Driver-Harris 
alloy offers plus values all along the line. Ask us about 
it. We shall be glad to supply you with complete data. 


KARMA is manufactured only by 


Driver-Harris Com pany 
HARRISON, NEW JERSEY 


BRANCHES: Chicago, Detroit, Cleveland, Los Angeles, San Francisco, Seattle 


Manufactured and sold in Canada by 
The B. GREENING WIRE COMPANY, LTD., Hamilton, Ontario, Canada 


*T.M. Reg.U.S.Pat.Off. *Formerly D-H experimental alloy #331 


THIS IS THE LIFE 


The useful life of your ma- 

chine depends largely upon 

its bearings. That emphasizes 

the importance of selecting 
New Departure. 


NEW DEPARTU RE 


BALL BEARINGS 


) 


NEW DEPARTURE * Division of GENERAL MOTORS - BRISTOL, CONNECTICUT 
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THE COVER 


Group of 25-kvar 2400-volt Pyranol capacitor 
units comprising a 300-kvar 4160-volt 3-phase Y 
installation. Capacitors have become an essential 
element in today’s electric systems. Among their 
applications in the distribution field are many in 
which capacitance is needed in large quantity. The 
problem of how to provide it conveniently and 
economically and reliably has for years been one of 
the objectives of capacitor designers. Their studies 
of the interrelated influences of temperature, ma- 
terials, and time upon capacitor cost and perform- 
ance have led to the development of a new unit 
which has optimum qualifications for extensive 
use—the 25-kvar capacitor unit. (See p. 19.) 


ADVERTISING INDEX 


Aircraft-Marine: Products Inec..3) 33 8 10 
Armco: pteel Goro. ee he Se 38 
Brand<&: Go. Wie ee ee oe ee, 49 
British Thomson-Houston Co. Ltd............. 37 
Brush Development: Gone Fee ae 51 
Canadian General ‘Electric Co.Ltd... 2) 
Clare and''Co., CG. Pace as ig 3d cover 
Glarostat: Manufacturing: Cov Ines oe ea 37 
Combustion Engineering Corp... 2.020. 29 
Cornell-Dubilier Electric Corp............2%d cover 
Daven: Coe pe ae PS NES 55 
Dial Licht Co. of Americas... o ee Se 28 
Driver-Harris- Coss ee a ee a 1 
Edison-Swan Electric: Co. Ltd is 37 
Perguson, Pailinwbtdi es ete eae 37 
General Electric Co... .....-. ssi cles 4, 52, 56 
Harcourts Titi ir ee ee ces cal erp et he 37 
Hotpoint Electric Appliance Co. Ltd........... 37 
Ilsco Copper Tube & Products, Inc.............44 
Liria- Bross & Co. Ine. i es es 44 
Mallory:and:Co:ine: Pi Ree ee a 39 
Metropolitan-Vickers Electrical Co. Ltd........37 
Metropolitan-Vickers-G RS Ltd............... 37 
Metron. Instrument. Cone a es 28 
New Departure—Div. General Motors Corp 2 
Ohmite Manufacturing Co. tbs 4th cover 
SextoniGansCo., nce er ad Ge Sepa hey 9 
Sherron- Electronics, Coss sn ae en te 47 
Lempils Corps.) Sak siete I ae nee eles, ee 48 
Vickers Electric Div., Vickers, Inc...) 30. b2/ 32: 18 
Ward Leonard Electric: Co: . is oe a 44, 
West Virginia Pulp.& Paper.Co-- 000. oak. 28 


* 
* 
* 
* 
* 
. 
* 
* 
* 
* 
* 
* 
* 
* 
* 
* 
* 
* 
* 
* 
* 
* 
* 
* 
* 
* 
* 
* 
* 
* 
* 
* 


EUEW 


EDITORIAL CONTENTS 
FRONTISPIECE: Motive Power for Transportation 


ARTICLES: 


Radioactive Tracers Used in Corrosion Studies . C. G. Bacon 


Isotopes of common elements which participate in corrosion 
reactions, when made radioactive, can be followed through a 
series of Chemica changes and peated in chemical combina- 
tions by the use of a photographic plate and a Geiger counter 


inet ihe Years of Progress in Traction-motor Design 
M. J. Baldwin 


‘hav aiiees are in accumulated small changes. Improved per- 
formance by increase in motor speed and numerous changes in 
electrical design. Standardization reduces first cost and upkeep 


The Why of a 25-kvar Capacitor M. E. Scoville 


Economic considerations in the manufacture and application 
of capacitors have demonstrated the highly desirable features 
of the new units now used in modern. capacitor installations 


Protective Atmospheres in Industry: Part Vi 
. .  . A. G. Hotchkiss and H. M. Webber 


Effects of atmospheres of combusted fuel gas—purified and 
unpurified—and catalytically reacted fuel gas in preventing 
decarburization in various heating processes. Neutralene and 
Thermalene gas producing equipments described 


Surge Protection in a Modern Watthour Meter 
F. H. Busch and G. D. Williams 
Today’s metering requirements lend importance to the prob- 


lems of surge protection which are solved in the design of a new 
watthour meter. Reduction of maintenance primary objective 


DEPARTMENTS: 
High Lights and Side Lights . 45 
New Products . 46 


Trade Literature 
Book Reviews 


Library Notes 


11 


19 


30 


04 


INDEXED BY INDUSTRIAL ARTS INDEX, ENGINEERING INDEX, SCIENCE ABSTRACTS 


Editorial Advisory Board: H. A. WINNE, Chairman e H. L. ANDREWS 


Dr. W. R. G. BAKER @ W. C. BROWN cs) 


H. V. ERBEN 


CIRCULATION DEPARTMENT: General Electric Review, Schenectady 5, New York. 


SUBSCRIPTION RATES: Payable in advance. United States and Possessions, and countries 
in Pan-American Postal Union, one year $4. 00, two years $6.50, three years $8.00. Canada, edd 
$1.00 to above rates. Other-foreign countries, add $2.00. Public and college libraries, professors, 


and enrolled students deduct $1.00 from above rates. SINGLE COPY 40¢. 


CHANGE OF ADDRESS: Give old and new addresses. Notices received before the fifteenth 


of the month will be effective with the next issue. 


ADVERTISING DEPARTMENT: General Electric Review, Schenectady 5, New York. 


Entered as second-class matter, March 26, 1912, at the post office at Schenectady, N. vs; 
under Act of March 3, 1879. Published monthly by General Electric Company, 1 River Road, 
Schenectady 5, N. Y. Printed in U.S. A. Copurignt 1949 by General Electric Company. 


1 


ferced-eili-coolec, | 


transformers 


About ten years ago, General Electric took 
the initiative in radically redesigning large 
power transformers by completely changing 
the cooling system—by using a combination 
of forced oil and forced air with greatly in- 
creased velocities. 


This new type of transformer has made 
possible: 


A first cost below that of comparably 
rated self-cooled or fan-cooled trans- 
formers. 


® Reduced installation time and expense, 
because the smaller size and weight 
makes it possible to ship transformers 
of very large capacity with only the 
bushings removed, or even completely 
assembled. 


® A more compact installation of trans- 
formers, because of their reduced size 
and because arresters, load ratio control 
- and other auxiliaries can be mounted 
more compactly. 


We have now built OF have on order more 
than 4 million kva of transformers with 


forced-oil cooling using either air- or water- 
cooled heat exchangers. The trend is definite- 
ly toward the use of these types of trans- 
formers; especially in units 50,000 KVA and 
above. For example, we recently completed 
a 110,000 kva transformer for an eastern 
utility and three more are on order. Even 
larger transformers are in store, as three 
145,000 kva transformers will be built for 
the Detroit Edison Company. 


The economic advantages of forced-oil-air- 
cooling in large power transformers are so 
pronounced that we believe you should in- 
vestigate them. Our Bulletins GEA-1863 and 
GEA-3934 give some of the details. 


This type of cooling represents but one ex- 


ample of present-day accomplishments in 
Forced-oil-air cooled trans- 


former rated 45,000 kva, 
132,000 GRY to 11,000 volts 


large transformer design. You can continue 
to look to General Electric for leadership in | 
power transformers. Apparatus Dept., Gen- 


eral Electric Company, Schenectady 5, N. Y. 
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MOTIVE POWER FOR TRANSPORTATION 


For the heavy, steep, or long haul, for rush-hour service, for 
interurban routes and for traffic on city streets. Whether in a 
heavy electric road locomotive, a diesel-electric locomotive, 
multiple-unit car, or PCC trolley car—or switching locomotive 
or mine-haulage unit, for that matter—motor construction and 
performance is what counts toward speed and economy 


(See p. 11) 


a 


RADIOACTIVE TRACERS USED 
IN CORROSION STUDIES 


Isotopes of common elements which participate in corro- 
sion reactions, when made radioactive, can be followed 
through a series of chemical changes and combinations by 
the use of a photographic plate and a Geiger counter 


By C. G. BACON 


General Engineering and Consulting Laboratory 


General Electric Company 


MONG the newest tools of science are the radio- 
active tracers now available from the United 
States Atomic Energy Commission at Oak Ridge, 
Tennessee. These tracers are isotopes of common 
metals, and of some nonmetal elements, which have 
been made radioactive in an atomic chain-reacting pile. 


_As chemical combination or physical state have no 


effect on their radioactivity, one can locate them easily 


in a chemical combination or follow them through a | 


series of chemical changes. The photographic plate and 
the Geiger counter are the detection instruments used 
in determining their presence. | 


The first event leading up to the present situation 
occurred in Paris in 1896. Henri Becquerel had just 
received a few samples of uranium-bearing ore sent to 
him by a geologist friend in Czechoslovakia. Being 
engaged in other work, Becquerel put the ore away in 
one of his desk drawers, where he had previously 
stored some unexposed photographic plates tightly 
wrapped in black paper. Some days later, when he had 
occasion to develop the plates, he was puzzled by certain 
superimposed foggy outlines of a peculiar pattern. In- 
vestigation disclosed that the uranium ore had partially 
exposed the photographic plates despite the wrapping 
paper, which was opaque to light. Becquerel then took 
a sample of his ore, carefully polished one side of it, and 
clamped it to'a photographic plate. Several days later 
he developed the plate and obtained the first real 
autoradiograph. Its appearance probably was very 
similar to the recent autoradiograph which is reproduced 
in Fig. 1. 


All of this, however, did not lead immediately to the 
use of radioactive materials as tracers. Uranium and 
radium, the only radioactive materials available at 
that time, were not very frequently found as normal 
elements in the many chemical and physical combina- 
tions and processes which needed study. The radio- 
active-tracer method has its most significant value 
when the uncertain course of the element of interest in 
a particular reaction can be followed closely by making 
that element radioactive. The tracer art therefore re- 
mained undeveloped until a practical method of making 
a large number of susceptible elements radioactive be- 
came available. The atomic chain-reacting pile which 


This article is so paged that, without mutilating other articles, it can be 


readily removed for filing as a group of full-size consecutive pages.—EDITOR 


ey FG. 


came out of the second World. War provided such a 
method. 


RADIOACTIVE MATERIAL FOR LABORATORY TESTS 


Practically all chemical elements can now be made 
radioactive and in considerable quantities. For instance, 
a one-hundred-gram lot of radioactive iron can now be 
obtained at a nominal cost. Chemical combinations and 
processes having iron or other elements as constituents 
can now be studied by substituting radioactive for 
normal iron and following the course of the element 


Fig. 1. Autoradiograph of a polished piece of uranium-bearing ore. 
The white areas indicate radioactive deposits in the ore 


through the action with suitable radiation-detection 
methods. Similarly such reactions as take place in steel 
and gasoline refining, metallurgy, corrosion, and other 
processes may be studied in this manner. 


An attack on the problem of corrosion by the applica- 
tion of radioactive tracers obtained from Oak Ridge 
is being made in the General Engineering and Consult- 
ing Laboratory. Radioactive iron is used in an electro- 
plating solution made up in the usual manner, and a 
polished test surface is then plated with a thin layer of 
the radio iron. 


In taking an autoradiograph of the sample, the radio- 
iron-plated surface is laid on the emulsion side of a 
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photographic plate. A plate-and-developer combination 

is used to obtain the maximum contrast. The plate is 
exposed for about three days, the exact length of time 
depending on the initial radioactivity and age of the 
iron isotopes being used. 


The radioactive material used is a mixture of two 
iron isotopes—iron 59 and iron 55. The radioactivity of 
iron 59 decays to half of its initial value in 44 days; 
the half-life of iron 55 is 4.4 years. The activity due to 
the 44-day isotope is reduced to 1/256 of its original 
value after a period of one year. Since the tests de- 
scribed here were performed a year or more after the 
radioactive iron was received from Oak Ridge, the 
photographic action was due almost entirely to the 
44-year iron. It has been found that reasonable activ- 
ities are left a year after receipt of the bombarded 
iron, and that the 3-day exposure is sufficient. 


THEORY OF THE PROCESS 


To understand what is actually going on in such a 
process, imagine that a metal base, A in Fia. 2, is 


Fig. 2. Schematic diagram of components in the autoradio- 
graph process as used in corrosion study: 

metal base 

radioactive plating 

photographic plate : 
oxide formed where corrosion has been initiated 


Soa 


covered over, or plated, with radiomaterial B. A photo- 
graphic plate C is clamped on to the active layer B, 
and the radiation from B will cause a reproduction of 
layer B to appear on photographic plate C. 


Now assuming that a spot of oxide is formed at D, 
where corrosion has been initiated, the iron—now being 
diluted with oxygen—has not the same degree of con- 
centration as the original parent-metal surface of the 
surrounding area. There is thus a decrease in density of 
the developed plate area at this point. 


The second factor that accounts for part of the proc- | 


ess is that the layer of oxide at D begins to absorb the 
radiation arising from the underlying iron. 


The third effect is the easiest of all to understand. 
Where the radioactive material has been completely 
removed from the area in question—removed by some 
solution process or by the formation of soluble salts 
and the consequent carrying away of the active 
material—a ‘‘dead”’ spot: in the radioactivity remains. 


In any event, if one of these three processes is 
initiated by any factor such as corrosion of the plating, 
an extremely interesting photograph of the removal 
process is at once obtained, photographed, as it were, 
by itself. 

The procedure of using a very thin plating of the 
active material accounts for the successful result, be- 
cause slight points of corrosion break completely 
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through the radioactive layer and produce a high change 
in activity at the surface of the radioactive layer by 
even slight pitting of the iron surface. 


For a series of radiographs, the original metal plate 
is used, just as it comes from the plating process, to 
obtain a reference photograph. The condition of the 
surface is carefully noted, as some defects are most 
certain to show at this point unless the plating job has 
been done perfectly. This step yields information as to 
the porosity of the plating, and, by careful survey, 


estimates of plate structure may be made. As experi- 


ence is acquired in reading and handling this plating 


Fig. 3a. Photograph in normal light of a sample of iron plate ( X3.5) 
after being corroded for 55 minutes 


procedure, details of this nature become quite apparent 
and better understood. 

When a good original photograph has been obtained 
from the original plate, the sample is exposed to attack 


by corrosion. After the surface has been exposed to the » 


corroding medium for a set length of time, the surface 
is blown dry by means of compressed air, care being 
taken that the surface is not marred. When the block 
is completely dry, it is placed in contact with a photo- 
graphic plate for three days. Close contact by means of 
medium pressure is desirable to increase the clarity of 
the image. Upon development of the photographic 
plate one can see with good clarity the details of the 
corrosion process. 


ANALYSIS OF THE DATA 


Close examination and comparison of Fic. 3a, the 
normal light photograph, and Fic. 3b, the autoradio- 
graph, shows the greater fidelity with which the radio- 
active iron can be located by the latter method. 


The light photograph shows, in its mottled appear- 
ance, the different reflection characteristics of. the 
constituents of the corrosive action. In such a photo- 
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graph, however, it has not been found possible to detect 
precisely the locations of those constituents. 


In the autoradiograph, Fic. 3b, the lights and darks 
are very definitely outlined. The radioactive iron has 
been accurately recorded as to location; compare, for 
example, the areas A and B outlined on the two photo- 
graphs. The sharpness of the autoradiograph leaves no 
question as to the distribution of the iron in the light 
areas. The dark areas show a reduction of the iron in the 
iron oxide formed and the darkest areas indicate almost 
complete absence of iron; due most likely to the dis- 
solving away of the iron in the form of soluble salts. 


: 


Fig. 3b. Autoradiograph of the same corroded sample of iron plate 
(X3.5) that was shown photographed in normal light in Fig. 3a 


Similar conclusions cannot be drawn quickly from 
the light photograph. The tracer method, however, in 
the manner described, leads positively and quickly to 
definite conclusions. 


It is obvious that other corrosion phenomena can be 
studied in this same manner by the use of other isotopes 
which participate in corrosion reactions. 


SEXTON CAN COMPANY 


Incorporated 


Everett Massachusetts 


Manufacturers of 
Ash Barrels Underground Garbage Receivers 


Kitchen Waste Cans 


CAPACITOR CASES 


both Fabricated and Deep Drawn 


FIVE GALLON 


sed Top Shipping Containers 


Open and Clo 


METAL STAMPINGS 
SPECIAL SHEET METAL WORK 
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“FIGHT 
CANCER” 


Trite words? Not when you know. the tragic 
facts of which these words are sum and sub- 
stance. Last year more than 200,000 Americans 
died of cancer—rich and poor, young and old. 
Research and education are our most potent 
weapons in the war on cancer. Your contribu- 
tion is needed to carry on the fight—to wipe _ 
out cancer—to guard yourself and your loved 
ones from this dread disease. 


AMERICAN CANCER SOCIETY 


wf 


9,000 hp Synchronous Motor, manufactured at C-G-E Peterborough Works, 
driving a centrifugal compressor at a large Canadian nickel mine. 


I = 


ten factories manufacture 
General Electric products. 30 
engineering and sales offices 
and 19 warehouses are located 
from coast-to-coast to serve you. 


CANADIAN GENERAL ELECTRIC CO 


LIMITED 
Sydney « Halifax * Saint John * Quebec « Chicoutimi * Trois Rivieres * Sherbrooke * Montreal « Ottawa ¢ Toronto 
Hamilton « St. Catharines * London » Windsor « Noranda « New Liskeard * Sudbury ¢ Timmins ¢ Fort William 
Winnipeg « Brandon « Regina « Saskatoon « Lethbridge « Edmonton « Calgary « Trail «Kelowna Vancouver ¢ Victoria 
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Hydrogen Sulfide, Sulphur Dioxide, Ammonia, Butane, Hydro- 
chloric and Sulphuric Acid fumes have no measurable effect 
_on AMP Corrosion-Proofed Terminals. Where precision of 
operation must be maintained under corrosive conditions the 
AMP Corrosion Proofing Method has proyen itself. 


AMP corrosion proofing prevents indefinitely any measurable 


increase of resistance of the terminal due to corrosion. 


AMP corrosion proofing actually increases the electrical conductivity of 
the connection. 


AMP corrosion proofing is self-healing, for it re-forms over 
any break or abrasion. 


AMP corrosion proofing has creeping properties which cover any exposed 
portion of the wire making a continuous metallic joint without interface, 
thereby assuring a continuous corrosion resistance for the entire connection. 


AMP corrosion proofing can be applied to any AMP copper 
terminal. Thus the PRE-INSULATED or uninsulated terminal 
installation can be AMP corrosion proofed. 


less Terminals 
ae 4 Corrosion Proofing 


PRE-INSULATED 


"Vi diy, 


Solderless Terminal 


Precision of operation requires uni- 
formity of terminations. AMP meets this 
requirement with the Certi- Crimp hand 
tool. A special ratchet device does not 
permit the tool to open once the crimp- 
ing operation is started until that oper- 
ation is complete —no chance for. 
error — the human element of chance. 
and fatigue is eliminated... 


All items covered by Pats. or Pats. Pending 


f- AMP T ooling = “Precision Engineering Applied to the End of a Wire” 
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AIRCRAFT-MARINE PRODUCTS Inc. 
1312 NORTH FOURTH STREET, HARRISBURG, PENNA. 


Sole Canadian Representative: F. Manley & Sons, Ltd., Toronto 


Offices in New York, Chicago and other leading cities 
throughout the United States. 
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TWENTY-FIVE YEARS OF PROGRESS 
IN TRACTION-MOTOR DESIGN 


Advances are in accumulated small changes. Improved perform- 
ance by increase in motor speed and numerous changes in elec- 
trical design. Standardization reduces first cost and upkeep 


By M. J. BALDWIN 


Motor Engineering Division, Erie Works 


General Electric Company 


LTHOUGH the traction motor at some 60 years of 
age is one of the oldest motors in electrical service, 
it is nevertheless a thriving oldster with an annual out- 
put of approximately 2.5 million horsepower, which in 
the past quarter of a century has gained new vigor from 
the rapid development of the diesel-electric locomotive. 
This period has been marked also by the development 
of the P.C.C. standardized trolley car and the increas- 
ingly popular trolley coach, and by the application of 
3000-volt trolley power to commuter-service multiple- 
unit cars and to new types of locomotives both here and 
abroad. 

It is the purpose of this article to review the progress 
that has been made in traction-motor design, and to 
note the particular design changes that have contrib- 
uted to the improvements made. 


DESIGN OBJECTIVES 


Traction motors are designed primarily for minimum 
weight. This is particularly true for trolley cars and 


coaches where weight is at a premium; and it is true . 


also, to a somewhat lesser degree, for rapid transit. For 
diesel-electric locomotives, where so much vertical 
space 1s required by the engine, a small wheel size is 
also important. On trolley locomotives, additional 
weight in the motors usually would be permissible, 
where ballast is used, to obtain required weight on the 
locomotive drivers. Large heavy motors have been 
found, however, to add more to the cost of a locomo- 
tive than is saved in ballast. 

Efficiency plays but a minor role in traction-motor 
design. Any increase in efficiency, if obtained at a cost 
of increased weight, tends in general to be offset by 
the added cost of hauling this extra weight around. 
Nevertheless there has been a decided gain in efficiency 
as speed and horsepower have increased. 


COMPARING MOTORS——-SPEED-RATIO POWER 


Two factors are of primary importance in measuring 
the application capacity of a traction motor: (1) con- 
tinuous rated horsepower and (2) the ratio of maximum 
permissible to rated speed. The first factor, rated horse- 


_ Presented as a paper at the AIEE Winter General Meeting in New York 
City, J anuary 31 to February 4, 1949. The author wishes to thank his asso- 
ciates for assistance given him in the preparation of this paper. 


This article is so paged that, without mutilating other articles, it can be 


readily removed for filing as a group of full-size consecutive pages.—EDITOR . 
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power, requires no comment since this is generally ac- 
cepted as the primary if not the only measuring unit. 
The traction motor, however, must be rated at a 
relatively low speed; and it must also be capable of 
operating at maximum permissible speeds ranging from 
2 to 5 times its rated speed. If variation in rotation 
losses with speed could be ignored, and if the ratio of 


on 


o) 


I930 1940 


SPEED-RATIO POWER/LBx 102 


YEAR 


Fig. 1. Progress in design of 3000-volt locomotive motors as indicated 
by comparison of specific motor output shown in terms of speed-ratio 
power per pound of motor weight 


mechanical to electrical material could be assumed to 
be a constant, a motor with a speed ratio of 5 would 
have 5 times the tractive effort and 5 times the size 
and weight of an equal hp purely hypothetical motor 
rating only at the maximum permissible speed. The 
product of these two factors, the ratio of maximum to 
rated speed X the rated horsepower, is here called 
‘““speed-ratio power’’ and is used to compare, in Fics. 
1 to 7 inclusive, the advances made over the years in 
the various lines of motors. Gains range from 70 to 300 
percent, depending upon the application. 

Speed-ratio power is an accurate measure if used to 
compare motors that are not too widely apart in 
peripheral speed at the rating. In each case, the com- 
parisons here made are for a given class of service, and 
the error due to differences in peripheral speed is esti- 
mated to be not over 5 percent. 


SOURCES OF ADVANCEMENT 


Advances in the design of a motor as old and estab- 
lished as the traction motor are arrived at generally in 
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such small steps that it is not until the history over a 


relatively long period of time is reviewed, as has been 


done in the comparisons mentioned, that the over-all 
progress can be appreciated. The advances have been 
brought about by an accumulation of quite a number 
of seemingly small changes. 


ROLLING-CONTACT ARMATURE BEARINGS 


The first significant change that took place during 
the past 25 years was that from the waste-packed 
sleeve to the rolling-contact type of armature bearing. 
Compared to the sleeve type, any benefit that may have 
resulted from the reduction in friction due to the 
rolling-contact feature was incidental, although there 
is no doubt some slight reduction in torque require- 
ment on an initial cold start. The rolling-contact bear- 
ing, however, does have three advantages over the 
sleeve: it operates at high speed with simple and re- 
liable lubrication, it requires less axial space, allowing 
room for increased active material, and the negligible 
wear with which it operates makes possible better 
maintenance of gear centers. - 


The principal problem in connection with the use of 
rolling-contact armature bearings has been to keep the 
lubricant in and dirt and water out. The solution has 
been fairly well worked out for grease. Oil is an ideal 
lubricant for rolling-contact bearings and very little is 
required in the bearing at any time. Leakage and vapor- 
ization make it difficult to confine and means must be 
provided to continually replace that which is lost. 


Where oil is the gear lubricant, it is possible to obtain 


an adequate supply for the pinion-end bearing from 
the gear case. In this instance, however, general prac- 
tice is followed in that the commutator-end bearing is 
grease lubricated. 


GEARING 


On large-size traction motors, at the beginning of 
this 25-year period, twin gearing usually was used. 
Two gears, pinions, and gear cases were required, one 
pinion being mounted on each end of the armature 
shaft, and one gear being mounted on the locomotive 
axle or wheel hub at each end of the motor. Equaliza- 
tion of gear loading was obtained by the use of springs 
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Fig. 2. Progress in design of 3000-volt multiple-unit car motors as 
shown by specific motor output compared as in Fig. 1 
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Fig. 3. Progress in specific motor output of internal-power road loco- 
motives. A typical motor unit is shown in Fig. 3(a) 


"Fig. 3(a) 


between the rim and the center of each gear, tangential 
motion being permitted between the two parts in these 
‘‘spring’”’ or “‘cushion’’ type gears. About 20 years ago, 
twin gearing of this type was replaced by single gear- 
ing using solid gear, pinion, and gear cover. This change 
gained added space axially for active material in the 
motor core and effected an appreciable cost reduction. 


Elimination of the second set of gears was in part 
made possible as a result of the better gear-center-dis- 
tance maintenance resulting from the use of rolling- 
contact armature bearings, as has been noted; but there 
also were improvements made in the fundamental de- 
sign of the gears and pinions. The gearing of the older 
twin-geared motor was cut and heat treated, but left 
relatively soft to permit wear in service to equalize 
cutting variations in the teeth and the tooth spacing. 
With the development of equipment for grinding tooth 
profiles after heat treatment, a harder, stronger gear 
material was used. The pressure angle of the teeth was 
increased to obtain more strength in bending. The two 
small fillets and short tangential section connecting 
adjacent teeth were changed to a single long-radius 
fillet to minimize stress concentration in the pinion hub 
and gear rim. The grinding of the profiles improved the 
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division of load on the teeth and minimized the tor- 
sional stresses in the armature shaft caused, particu-. 
larly at high speed, by variation in spacing of the teeth. 


Another popular way of obtaining high gear reduc- 
tion is by making the pinion integral with a short shaft 
supported by bearings adjacent to the pinion on both 
sides. This so-called ‘‘straddle-mounted’’ pinion can be 
made unusually small. Its use has been found practical 
where the gear unit is separate from the motor as is the 
case for truck- or body-mounted motors used on P.C.C. 
cars, trolley coaches, and at least one of the most recent 
medium-sized traction motors. 


DOUBLE-REDUCTION MOTORS 


In the past ten years, the double-reduction traction 
motor has come into widespread use for internally 
powered locomotives operated principally in switching 
service. Motors of the general type shown in Fic. 5(a) 
have two reductions; the high-speed is of the spur type, 
the low-speed being a hypoid. All bearings in the case, 
the pinion-end armature bearing, and also the axle 
linings are lubricated from the same oil bath. Only the 
commutator-end bearing of the motor is separately 
lubricated with grease. 


TRUCK-MOUNTED OR BODY-MOUNTED MOTORS 


On most of the small railway motors, such as the 
ones used on P.C.C. cars and trolley coaches, the axle- 
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Fig. 4. Progress in specific output of internal-power heavy switching 
locomotive motors of the type shown in Fig. 4(a) 


Fig. A(a) 
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Fig..5. Progress in specific output of internal-power light switching 
locomotive motors. The motor shown in Fig. 5(a) has double-reduction 
gearing 


Fig. 5(a) 


mounted motor has been abandoned in favor of a motor 
mounted on the truck frame or body of the vehicle. 
The connection between the motor and the gear box is 
of the double universal-joint type quite similar to the 
ones used on trucks and automobiles. Relatively high 
gear reductions are made possible in these automotive- 
type gear boxes. The corresponding increase in speed- 
ratio power per pound is indicated by comparing the 
older trolley-car motors, Fic. 7(a), with the P.C.C. car 
motors, Fic. 7(b). 


COMMUTATORS 


Increases in armature speed have been made possible 
largely as a result of corresponding improvements in 
commutators. On all high-speed motors, particularly 
those used in road service, the commutators are spun. 
This is the word generally used to designate the curing 
process. It consists of an indeterminate number of 
cycles of heating while revolving at high speed, cooling, 
and tightening, which are repeated until a commutator 
surface is obtained that is smooth and relatively un- 
affected by variations in either speed or temperature. 
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Fig. 6. Progress in specific motor output for 600-volt multiple-unit 
car motors 
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This process is expensive, but at present appears neces- 
sary to obtain commutators which are good for the 
maximum operating speed of approximately 10,000 ft 
per min currently used for most railway motors. In- 
creasing use of commutator spinning has been made 
from about 1925, the details of the process being con- 
tinually the subject of developmental work, seeking 
means of obtaining better commutators. | 


Instead of having the usual vee-bound commutator, 
a few of the most recent motors have been equipped 
with arch-bound commutators. These two types of 
commutator are essentially the same in appearance and 
construction. In the so called vee-bound type, the bars 
are clamped axially between the vee-shaped sections 
without developing high pressure between the bars. In 
the arch-bound type the retaining vee-shaped sections 
of the cap and shell are machined so as to serve only 
as retractors to draw the bars in toward the center of 
the commutator and thereby build up tangential or 
“arch”? pressure between the segments. Of the two 
types, the arch-bound commutator generally has a 
somewhat better surface and requires less spinning. 


BRUSHES 


Along with improvements made in commutators 
there have been complementary improvements made in 
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brushes. Brushes having a porous surface have been 
developed that tend to maintain contact in spite of 
minute variations in the surface of the commutator. 
During the past eight years, extensive use has been 
made of the split-type brush consisting of two parts, 
each half the thickness of the usual solid brush. Both 
the change in material and this splitting have resulted 
in the brushes’ maintaining more intimate contact with 
the commutators, particularly at high speed, and have 
effected a marked improvement in commutation. 


BINDING AND WEDGING 


The windings of most armatures today are held in 
the core slots by means of wedges, whereas formerly 
magnetic steel binding wire was used. When nonmag- 
netic steel wire was developed, it was used where needed 
as a means of reducing cross-slot flux, thereby improv- 
ing commutation; and also as a means of reducing band 
losses, thereby improving rating. With further increases 
in core speed and corresponding increases in the re- 
quired amount of binding wire, it became necessary 
about 1930 to begin to use slot wedges in the core por- 
tion. This change eliminated banding loss in this region 
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Fig. 7. Progress in specific motor output for 600-volt street railway 
motors. The older type is shown in Fig. 7(a); the P.C.C. type is shown 
in Fig. 7(b) 


Fig. 8. The operation of re-roll binding is employed in the construction 
of higher-speed motors to produce a more compact structure 


entirely and increased heat dissipation from the core 
teeth. Core speeds today are approaching 13,000 ft per 
min at the maximum permissible vehicle speed in 
service. 


RE-ROLL BANDING 


In order to bind the end windings down solidly, a 
relatively new practice termed ‘‘re-roll banding’’ has 
been established on some of the higher-speed motors. 
This operation consists of applying a layer of binding 
wire, anchoring it at both ends but running one strand 
over a pulley which is arranged to apply tension in this 
loop and to take up any slack. The wire is reeled over 
this pulley as' the hot armature is rotated as shown in 
Fic. 8 and the high-tension loop travels backward and 
forward across the winding surface distributing the 
pressure to all portions of the winding. In the core por- 
tion, a steel bar is temporarily laid along the coil in the 
top of each slot during the binding process. These bars 
are free to move radially and are of such thickness that 
the binding pressure is applied to them and through 
them to the core portion of the winding. By means of 
the other turns of wire, the pressure is retained until 
no additional slack can be taken by the traveling loop. 


VENTILATION 


Ventilation has been increased on most traction 
motors, particularly the larger sizes which today are 
blown somewhat harder than was considered economical 
a few years ago. Early traction motors were made to 
rely more upon thermal capacity than those designed 
today. Some 30 years ago motors were series-ventilated, 
a practice which limited the amount of air to that 
which could be forced through the armature. Today 
practically all traction motors are multiple-ventilated, 
the air going through the machine in two parallel paths, 
one through the armature and the other through the 
air gap and between the stator coils. In motors insulated 
for 600 volts or less, the air velocity has been increased 
in the last 10 years from about 3000 ft per min to its 
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present approximate value of 5000 ft per min. On the 
higher-voltage thicker-insulated motors it has not been 
found worth while to blow very hard because of the un-. 
affected thermal resistance of this dielectric. 


INSULATION 


The size of a given motor is affected to a marked 
degree by the thickness of the insulation. Thick insu- 
lation not only reduces the amount of available space 
for copper or steel but also increases the resistance of 
the thermal path by which heat must escape from the 
copper. The problem is to obtain an insulation that is 
consistently good, that may be applied with normal 
shop handling without becoming damaged, and one 


that in service will stand Class B temperatures or 


higher. 


Class A. materials are not being used on modern 
traction motors. Mica has been and still is the basic 
Class B insulating material. Mica insulating tapes and 
sheets have been improved by the use of thinner re- 
taining paper. This newly developed material is but 
one-half mil in thickness—approximately half the for- 
mer thickness—but has adequate strength. As this paper 
is permitted only as a means of applying the mica, the 
less used the more nearly heat proof and more strictly 
Class B is the insulation. Increasing use is being made 
of glass-backed mica tape which completely eliminates 
Class A material from the insulation. 


Glass outer protective insulation has largely sup- 
planted asbestos. The glass has more per-unit tensile 
strength, making possible a tighter taping or wrapping 
of coils and also a saving in insulation space. 

A change was introduced about eight years ago in 
the method of insulating commutating coils where 
fields may be connected in the circuit at approximately 
ground potential, and where the motor is for use on 
locomotives operating on internal power. The so-called 
“mummified’”’ type of insulation, in which the coil turns 
are completely taped together, has been abandoned as 
being unnecessarily large and heavy for this particular 
kind of service. Instead, the first two or three turns, 
depending upon creepage needed, are taped separately 
with ground insulation providing full thickness on the 
end turns and tapering the insulation to provide fewer 
tapings on the inner turns. Center turns are left bare. 
The commutating pole is wrapped with insulation, the 
coil assembled on the pole, the entire unit impregnated 
in synthetic varnish, clamped on blocks to simulate 
assembly in machine and cured in an oven into a prac- 
tically incompressible, hard unit. 


Coils of the type just described are used on small 
locomotives, where only one connection of motors is 
required. On larger locomotive motors where two- 
motor combinations make necessary operation of field 
coils at more than ground potential, a similar coil 1s. 
now being used mounted on a metal spool instead of 
directly on the pole. Here again this is done only for 
use on locomotives operating from internal power. 
Permafil, a new synthetic thermosetting varnish, is 
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used for mica insulation bonding and final impregna- 
tion. Center turns on these coils are individually glass- 
taped. These coils are air-cured, clamped in a mold, and 
heat-treated into an essentially incompressible, hard 
unit which, however, differs from the smaller coils in 
that the commutating pole is removable. The design is 
indicated in Fic. 9. The coils are held in place on the 
pole by means of multiple-leaf nonmagnetic spring pole 
tips. 


REDUCTION IN USE OF CASTINGS 


_ The past quarter century has seen much of the work 
that was once done in the foundry transferred to. the 
fabricating and welding shop. Only in the largest-size 
magnet frames are castings more generally used than 
fabricated structures. Wherever possible, frames have 
been changed from octagonal to round and formed by 
rolling at a reduction in cost. Where space limitations 
require a rectangular or octagonal shape of frame, the 
cost is marginal and the change to fabrication may or 
may not prove economical. } 


Fabrication of stators using punched sections welded 
together have been made on a trial basis. Fic. 10 shows 
how this type of frame appears after welding and before 
machining, and also the appearance of a completed 
motor. These machines have operated successfully in 
severest subway service for 15 years. This construction 
offers some advantages, particularly where electrical 
transients are severe. 


While fabrication is used or not used largely on a 
cost basis, both the rolled-plate and punched fabrica- 
tion offer a more uniform flux-carrying medium than 
castings in which unseen blow holes and porosity may 
occur. 


Commutator shells and caps are now generally made 
from forgings instead of castings wherever the quantity 
involved is so great that this construction proves most 
economical. Frameheads are being ‘‘hogged’’ more and 
more from ordinary heavy welding plate instead of 
being made from castings. 


ELECTRICAL DESIGN 


Although not so apparent, a number of changes in 
electrical design have been made during the past few 
years. Many of the more recent motors have made use 
of the twisted-lead type of armature winding (Fic. 11) 
instead of the solid,.deep bar, the stranded-wire type 
(Fic. 12), or the transposed bar types (Fics. 13 and 
14). The twisted-lead type of armature coil offers high 
slot-space efficiency combined with low eddy-current 
loss, both effecting increases in armature capacity. The 
cost: of the twisted-lead type is also lower than that of 
the transposed-bar types. It is on the motors with three 
or more coils per slot that the twisted-lead type of coil 
offers a gain in combined space efficiency and. low loss 
as compared to coils of the other types. The more coils 
per slot, the more the gain on both counts, making 
this type of coil most useful in higher-voltage motors— 
particularly those for 3000-volt trolley operation. 
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While resulting in a reduction in heating and increase 
in rating, the use of a shallow conductor increases the 
problem of obtaining a suitable adjustment of compen- 
sation to meet the requirements of all coils in a given 
slot. The eddy currents of the deep conductor tend to 
equalize the rate of change of current in the several 
coils during commutation, and also tend to cause some 
of the energy of commutation to appear as heat rather 
than sparking. The proper balancing of commutation 
difficulties against heat reduction is always a problem 
in any shallow conductor winding when it is used where 
commutation is inherently difficult. 

Windings of the bar type have been used for many 
years in coils in which the back pitch is not a multiple 
of the coils per slot. Coils of this type are usually brazed 


at the end opposite the commutator, necessitating a_ 


removable flange and special molded flange insulation, 
all tending to make this type of coil expensive. There 
is, however, a definite gain in reduced commutator 
maintenance when this type of back-pitching is used as 
compared to that in similar motors where the coil back 
pitch is a multiple of the coils per slot. In order to take 


Fig. 9. Commutating-field coil for a motor used on internal-power 
locomotives 


Fig. 10. Traction motor with frame fabricated from punched shapes 
by welding 
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advantage of the twisted-lead coil and still use the 
special back-pitching of the bar-type coil, many motors 
now use a modified form of this twisted-lead type of 
coil which is ordinarily known as the “orphan coil.” 
The design of this type of coil is indicated in Fic. 15. 
Such windings have slot-space efficiency comparable to 
that of the bar types and are somewhat less expensive 
in over-all armature cost. 

About 1930, it was found advantageous to increase 
the amount of iron and decrease the amount of copper 
compared to the ratios previously used. The optimum 
proportion insofar as the armature is concerned has 
been found to be about two parts of iron to one part 
of copper in the effective circumference of the arma- 
ture. This proportion works out well on motors having 
more than four poles. On four-pole motors, it has gen- 
erally been found advantageous to use a little higher 
percentage of copper to avoid’ excessive flux density in 
the armature core beneath the teeth. 

In order to reduce peak voltage between adjacent 
commutator bars, caused by flux distortion, it has been 
found desirable to increase the air gap from a minimum 
value at the main pole center to a maximum at the tips. 
Gaps flared in this way, in addition to reducing flux 
distortion, also tend to limit losses in the tips due to pul- 
sation in flux caused by the passing of the armature teeth. 


STANDARDIZATION 


In the last 20 years, much progress has been made 
toward the adoption of standard machines in all lines 
of traction motors. The adoption of a standard trolley- 
car motor as a result of co-operative developmental 
effort on the part of the car operators put this type of 
vehicle in competition with the gasoline coach. Similar 
co-operation between the operators and the manufac- 
turers has resulted in the idea of a standard motor being 
carried over into the trolley-bus application. 

In the field of trolley locomotives, the manufacturers 
are attempting as much standardization of motors as 
the several gages of track and variations in trolley 
voltage will permit. Designs in this field, however, are 
still largely determined by the customer through limit- 
ing specifications, although every effort is being made 
by the manufacturers in this country to adopt stand- 
ards. Where complete motors are not standard, certain 
parts are being used as far as possible on different 
applications. 


The internal-power locomotive offers the best pos- 


sible opportunity for standardization on a widely 
applicable motor for several different weights of loco- 
motive. The GE747 motor shown in Fic. 5(a) is used 
on 25, 45, 50, 65, and 80-ton locomotives. Different 
numbers of motors per locomotive and different gear 
reductions are used depending on the maximum speed 
desired, which ranges from 25 to 50 mph. This motor 
is made to be applicable on any track gage down to 
36 in. minimum. : 

For road locomotives of 50,000 lb per axle or over, 
each manufacturer appears to have adopted a standard 
motor. Generators are designed to fit the motor since 
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Fig. 11. Twisted-lead armature coil 
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Fig. 12. Conventional stranded-conductor armature coil 
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Fig. 13. Double-cross-over bar armature winding 
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Fig. 14. Folded-bar armature winding 


Fig. 15. Orphan-type armature coil 


there is less than half the cost in the generator that 
there is in the motors of a four-motor locomotive. Not 
only is there a greater percentage of the equipment cost 
in motors than in generators, but there is also a larger 
number of smaller units. Both of these considerations 
favor motor rather than generator standardization. 

It is of interest to note that the motor for internally 
powered locomotives is being reduced in size to a point 
where wheel diameter, instead of being determined by 


(Continued on next page) 
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Vickers Magnetic Ampl ifier 


VICKERS ELECTRIC DIVISION, Vickers Inc., 
Announces a complete Research and Development 
Section available for your technical problems in 
relation to the following— 


MAGNETIC AMPLIFIERS - 
MAGNETIC AUDIO AMPLIFIERS 
STATIC VOLTAGE REGULATORS 

STATIC MOTOR SPEED CONTROLS 
-POWER SATURABLE REACTORS | 
RECTIFIERS : 
PHOTOELECTRIC CELLS 
SERVOMECHANISMS | | 
MAGNETIC FLUID CLUTCHES 
SPECIAL MOTORS AND GENERATORS 
TRANSFORMERS - ARC-WELDERS 


CONTROLLED POWER RECTIFIERS FOR 
ELECTRO-CHEMICAL PROCESSES 


The fundamental schemes employed in many of the 
above involve general use of tubeless amplifier circuits 
—Magnetic Amplifiers. 

For information regarding application of the above 
relative to your requirements, you are cordially in- 
vited to consult our Engineering Department. 
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motor size, is now in some cases on the heavier road 
locomotives being determined by the weight on the 
driver—that is, by the per-square-inch pressure on the 
rail. This situation is new and is welcomed as a possible 
aid to motor standardization. If the wheel rather than 
the motor does become limiting, a greater freedom is 
allowed in the choice of gearing for a small motor; or, 
conversely, the way is opened for a more universal 
motor not requiring specialized gearing. 
Standardization tends to reduce first cost and makes 
better, faster servicing possible, particularly where the 
volume is sufficient to make unit exchange possible. 


MAINTENANCE: UNIT EXCHANGE 


The railway motor of today, like the automobile of 
today, is more complex—much more of'a precision tool 
—and inherently more difficult to maintain than was 
the lower-speed motor of 20 or 30 years ago. As in the 
automobile service shop, the problem of keeping the 
traction-motor service shop fully informed regarding 
improved factory methods is one that is being solved 
by specialized training of service personnel supple- 
mented by factory instruction sheets. The improved 
processes for binding, balancing, and spinning arma- 
tures, and improved equipment for handling and testing 
are being used in the service shop as well as in the factory 
to insure uniformly good operation from new and from 
rebuilt equipment. 

Little of the increased maintenance problem is ap- 
parent to the operating railroad which uses standard- 
ized motors where unit exchange is available.. Under 
the unit-exchange system, the operator turns in a motor 
needing service and receives, with essentially no delay, 
a rebuilt motor in exchange. This method of handling 
service is one of the most important results of standard- 
ization which is not possible with custom-built appa- 
ratus. The system of unit exchange spreads the cost of 
specialized servicing equipment over many users of a 
given motor. 


CONCLUSION 


The principal way in which power per pound has 
been increased during the past 25 years has been by 
means of increases in speed. Considering the limitations 
imposed by available known materials—fundamentally 
copper, steel and mica—this increasing of speed has 
proved to be the only way to accomplish progress in 
traction-motor design. Much work is currently being 
done developing new synthetic insulating materials 
which may one day clear the way to increased specific 
output. Higher than Class B temperatures are also 
being advocated for railway work. Further speed in- 
creases are to be expected despite increasing mechanical 
problems involved. The curves of output per pound are 
continually showing increase. The interesting problem 
presented to the engineer is to see that they continue 
to do so in the future. | 
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THE WHY OF A 25-KVAR CAPACITOR 


Economic considerations in manufacture and application of 
capacitors have demonstrated highly desirable features of 
the new units now used in modern capacitor installations 


By M. E. SCOVILLE 


Capacitor Engineering Division 


Pittsfield Works, General Electric Company 


HE 25-kvar capacitor unit, recently developed and 

introduced into commercial use, marks an histor- 
ical advance in the art of capacitor manufacture. Famil- 
iarity with the peculiar nature of capacitors aids very 
much in appreciating the importance of stepping up to a 
25-kvar unit rating after the 15-kvar rating has been the 
maximum unit standard for more than 15 years. This 
article gives the reasons for selecting a 25-kvar unit 
rating, along. with supporting developmental history 
and related design factors; it also presents those operat- 
ing characteristics that are most important to the user. 


REDUCTION OF CAPACITOR PRICES EXPANDS USE 


Capacitor unit development is very closely related to 

the economics of capacitor application in relation to 
other methods of supplying kilovars needed on a power 
system. It is essential to understand that drastically 
lower prices for capacitors for power-factor improve- 
ment have been a prerequisite to their widening applica- 
tion. More recently, price increase’on many lines of 
electrical equipment has caused a widening spread in 
prices in favor of capacitors. 
_ Power systems have been, and some still are, oper- 
ated without the benefit of high-power-factor loads on 
their transmission and generating equipment. But in 
many systems with well-planned operating efficiency, 
higher and higher power factors are being maintained. 
There is an increasing trend by system engineers to 
make careful economic studies of their systems; and the 
conclusions reached almost invariably indicate that 
capacitors as kvar generators become an economic 
necessity. Both prices and number of installations have 
taken important trends as shown in Fie. 1. , 

The downward trend of installed costs for capacitors 
compared to recent upward trends for most other power 
system equipment makes capacitor economics astonish- 
ingly attractive. The large number of capacitors being 
installed annually is on a sound economic basis and the 
trend is expected to continue. 


HOW COSTS HAVE BEEN DECREASED 


More than 80 percent reduction in the price of 
capacitor kvars in 10- and 15-kvar sizes, accomplished 
in 17 years, has been the result of both intensive re- 
search in materials and utilization of quantity produc- 


tion methods. The introduction of Pyranol, a high- 
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dielectric-constant synthetic treating liquid, initiated 
a new era. Pyranol gave the designer three very impor- 
tant advantages: 50 percent more kvar per unit volume; 
a more tangible means of assuring high quality; and 
long-time stability under what is considered high stress 
in other types of electrical apparatus. Capacitor unit 
designs were perfected to use the new material effi- 
ciently and effectively. As production quantities grew, 
labor-saving methods and machinery contributed to 
the downward cost trend. 


Materials 


First to be considered are the component materials, 
an important factor in the cost of capacitor units and 
basic in the design of the device. The principal materials 
used—kraft paper 0.0003 in. to 0.0006 in. thick, 
aluminum foil 0.00025 in. thick, the impregnating 
Pyranol, and other lesser items—are highly specialized 
and refined. These are produced in large quantities for 
capacitors only; and further cost reductions do not 
result from increased usage or larger sizes which might 
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Fig. 1. Curves showing the price reduction on individual 2400-volt 
capacitor units during years since the introduction of Pyranol, and the 
total estimated United States installations including earlier oil-treated 
capacitors for power-factor improvement at all voltages. (Small capaci- 
tors sold as part of motors or fluorescent ballasts are not included.) 
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be possible in higher unit kvar ratings. These materials 
represent more than 75 percent of the cost of a capacitor 
and are essentially constant per kvar, regardless of unit 
kvar rating. An increased kvar rating above 15 kvar 
can be obtained only by adding more pounds of paper, 
foil, Pyranol, and steel in more than direct proportion to 
the rating increase to provide sufficient factors of safety 
in loss dissipation, dielectric, and mechanical strength. 
Labor content in the cost is low; therefore, the cost per 
kvar is affected only a small percentage by change in unit 
kvar rating. Thus, capacitors do not conform to the com- 
mon idea that the larger the rating of a machine, the 
lower is the cost per unit rating, a principle which 1s well 


known for equipment such as generators, transformers, © 


and motors. Therefore, unless improvements and cost 
reductions can be made in the major materials and com- 
bined with large-quantity production, only minor effects 
on price per kvar can be obtained by increasing individ- 
ual unit sizes upward from 25-kvar. 


The use of deep-drawn container parts helps to ob- 
tain low-cost construction, but places a practical limit 
on maximum size and depth. Units much larger than 
25-kvar would require heavier-gage case material to 
provide the required rigidity and thus would make 
drawn parts less economical. The cost per kvar for 
container and inside insulation liners does not vary 
appreciably with container size in the range of 10- to 
W5-kvar anit ratings. some items, such) as ‘entrance 
bushings, discharge resistors, connection straps, name- 
plates, paint, etc., required for each unit, show reduced 
cost per kvar for larger unit sizes, but the amount in 
relation to the total material cost is very small. 


Ratings 

The number of different individual unit kvar ratings 
manufactured has a definite effect on costs. Experience 
has shown that ratings in steps of about 10 kvar are 
desired at least in small quantities. If 10 kvar were the 
maximum rating manufactured, then only variations 
in design for voltage, phase, frequency, and physical 
dimensions would be necessary. Increasing unit kvar 
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Fig. 2. A 200-kvar 21,000-volt 3-phase mineral-oil treated tank-type 
capacitor built as a developmental unit in 1928. After passing laboratory 
tests, it was connected to a utility system and operated satisfactorily for 
several years. 


Fig. 2 (a) shows the tank, which was completely filled with oil and 
hermetically sealed, hence the need for the conservator 

Fig. 2 (b) shows the internal assembly, consisting of a stack of 36 large 
flattened rolls supported on a wooden rack and connected twelve in series, 
three groups in delta 


ratings to higher values multiplies the number of inter- 
mediate ratings which must be made. A large variety 
would handicap mass-production methods, leading to 
increased costs. A sufficient flexibility in bank kvar 
ratings is necessary to meet circuit requirements, but 
it is also important in the over-all return on capacitor 
installation investment to have a minimum number of 
ratings which are to be ordered, stocked, installed, and 
maintained. A 25-kvar unit rating appears to provide 
sufficient flexibility for larger bank ratings, and 10- or 
15-kvar ratings meets the need for smaller ratings. 


Maintenance 

Another factor often neglected in considering return 
on the investment is replacement and maintenance 
costs, which must be included when large enough to 
effect real increases in the investment. Currently, this 
factor is negligible because capacitor designers have 
established dielectric voltage stresses and temperature 
limits which allow conservative factors of safety against 
failures in service. However, they know from experience 
that a small percentage of failures in the dielectric due 
to indeterminate causes must be expected. In fact, well- 
established service records for typical areas and types of 


Fig. 3. Internal assembly of tank- 
type oil-treated capacitor rated 60 
kvar 13,200 volts, single phase. 
Twenty-seven flattened rolls were 
mounted on an insulating rack. A 
compressible gas chamber at the 
bottom was included to allow for 
oil expansion within the hermeti- 
cally sealed tank. Electrical con- 
nections between roll assemblies 
are not shown 
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installations have shown.a low figure of less than one 
capacitor unit failure per year in a 15,000 kvar bank. 

Slight reposition, in service, of the capacitor dielec- 
tric assembly due to expansion and contraction of dis- 
similar materials during thermal cycles and due to 
mechanical stresses is believed to be the cause of these 
indeterminate failures, which are impractical to elimi- 
nate by good quality materials and careful factory test- 
ing. If the unit kvar rating were increased: several times, 
then the percentage of units lost will be increased like- 
wise and so would the percentage of kvar lost for a 
given size bank installation. The practice by some 
manufacturers in this country 20 years ago, even on 
5- and 10-kvar capacitors, was to use internal fuses on 
small sections to allow for failures without loss of a 
whole individual unit. This was done primarily because 
of quality of materials available. This practice still con- 
tinues in Europe with mineral oil impregnation in 
which the arcing of a fuse in the liquid does not exces- 
sively deteriorate the characteristics of the liquid. The 
General Electric goal in capacitor design from the begin- 
ning has been to improve materials, processes, and test- 
ing so that, with the operating voltage stresses adopted, 
the number of indeterminant dielectric failures is low. 


VERY LARGE UNITS HAVE NOT PROVED TO BE PRACTICAL 


Even before the introduction of Pyranol, capacitor 
engineers had done considerable testing of large-unit 
kvar ratings. Over 20 years ago, a 200-kvar 21,000- 
volt 3-phase tank-type unit was built for test and trial 
operation on a utility system. Exterior and interior of 
this unit are shown in Fic. 2 (a) and (b). Another large 
developmental unit in tank-type construction was a 60- 
kvar 13,200-volt capacitor as shown in Fia. 3. This unit 
included a pressure reservoir in the bottom to allow com- 
plete filling and hermetic sealing without the necessity 
of an external oil reservoir. Somewhat later ideas were 
embodied as in Fic. 4 (a) and (b) in a 100-kvar 4600- 
volt 2-phase tank-type capacitor, which was placed in 
service at the factory. Thus much was learned about the 
manufacture and operation of large units. Cost studies 
showed this type of unit to be high in cost per kvar. 


(a) 
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Fig. 4. A 100-kvar 4600-volt 2-phase tank-type capacitor 
unit built in 1929 for tests and factory installation. This 
unit failed after several months of satisfactory operation 


Fig. 4 (a) shows the rectangular tank, which conserved free 
oil and allowed for some expansion of the liquid with temper- 
ature changes. Service connections were made through the 
throat and tank wall bushings covered by a removable plate. 
Fig. 4 (b) shows the internal assembly of the capacitor which 
consisted of 18 large flattened rolls connected three in series,. 
six in parallel in each of two phases 


Fig. 5. This developmental capacitor unit, rated 50 kvar, 2400 volts, 
single phase, was built in 1936 using Pyranol and kraft paper in an all- 
welded container. Sufficient extra cooling surface to maintain the de- 
sired internal operating temperature was obtained with fins. The in- 
ternal assembly differed from that of recent 25-kvar ratings only in size 
and the number of rolls. The small terminals are internal thermocouple 
terminations, used for recording internal operating temperatures. The 
pressure gage was used for measuring internal pressures due to liquid 
expansion in the completely filled container. Laboratory tests made to 
establish characteristics and heat-run life tests proved the design to 
operate with satisfactory temperature rise, consistent with expected good 
stability of dielectric materials during many years of continuous opera- 
tion in service 


The introduction of Pyranol presented a new base 
on which to build experience and establish design fac- 
tors. The 10-kvar mineral-oil-treated standard rating 
changed to 15 kvar with Pryanol. The importance of 
heat dissipation and limitations on operating tem- 
perature to insure stability with years in service was 
established. Variations in design, such as extended foils 
internally, fins on the surface, and forced cooling were 
developed and tested to establish economic relation- 
ships. Subsequently, numerous Pyranol treated units 
rated 26 to 109 kvar, 2300 volts, had been built in 
various designs and tested to destruction. Typical of 
these is a 50-kvar 2400-volt single-phase 60-cycle unit 
shown in Fic. 5. Economic studies of a range of unit 
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Fig. 6. Variation of installed cost and weight with increasing individual 
unit kvar ratings for 2400-volt Pyranol treated pole-mounted capacitors. 
(These curves are based on assumptions that production quantities of 
each maximum rating and those of lower value to provide flexibility in 10- 
kvar steps would be sufficient to utilize high-production methods and 
tools.) 


ratings showed minimum cost for the 15-kva rating 
having balanced electrical and thermal characteristics 
without external fins. These studies also indicated a 
need for paper with lower dielectric losses to permit 
more economical construction for higher kvar ratings. 
The 15-kvar rating continued as standard more than 
15 years. 


A 25-KVAR RATING PROVES MOST ECONOMICAL 


After five years of intensive research and develop- 


ment of capacitor paper, a much improved paper was 
placed in production in 1942. Use of the new paper in 
wartime production of capacitors accurately established 
the high degree of service performance all-important 
for a step up to 25-kvar ratings. Improvements in 
foils, treating, processing, and testing of materials all 
added up in the 25-kvar rating to give very good over- 
all characteristics. The stage was set in 1947 for an 
upward step in capacitor ratings. An important con- 
sideration is the economic relationship which is shown 
in Fic. 6 by curves of installed cost versus unit kvar 
rating. 

In working out designs for ratings above 25 kvar, it 
was assumed as a basis for economic comparison that 
some increase in dielectric thickness is necessary to 
provide adequate factor of safety against indeterminate 
failures. A twenty percent increase in dielectric thick- 
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Fig. 7. Construction of Pyranol treated capacitor units 


Fig. 7 (a) shows a cutaway section drawing of a capacitor 
rated 15 kvar, 2400 volts, single phase, 60 cycles 

‘Fig. 7 (b) illustrates an outdoor pole-type capacitor unit 
rated 25 kvar, 2400 volts,. sectioned to show interior elements 
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ness over that for the 25-kvar rating has been selected 
for a 50-kvar rating as a conservative assumption. 
Ratings above 25 kvar require fins on the case sides to 
aid in loss dissipation, thereby limiting the internai 
temperature rise to a safe value, even with the low-loss 
paper. Both the increased volume of dielectric materials 
per kvar required and the finned case construction con- 
tribute to the higher installed cost per kvar. 

The variation in weight with unit kvar rating follows 
the same trend as installed costs, also shown in FIG. 6. 
It is important to note that the improved dielectric 
materials and container construction of drawn parts 
for the 25-kvar unit permit a low weight of 65-70 lb. 
This weight can be lifted by a single worker in the 
factory and at the point of installation. Packaged 
weights which are readily handled without mechanized 
lifting equipment, not available in many handling 
operations, tends to lower the handling costs. Banks 
up to 10,000-kvar, or even larger, may be built up at 
the installation location, using these most economical 
25-kvar building blocks. 


CONSTRUCTION OF THE 25-KVAR UNIT 


The most important consideration in construction 
of the 25-kvar unit from both the user’s and the de- 
signer’s viewpoints is that all features are identical to 
those of the 15-kvar unit which have proved excellent 
during the past 10 years. Mounting dimensions in pole- 
type hangers are interchangeable with 15-kvar ratings. 
Mounting supports are the same, allowing easy instal- 
lation with two bolts for each unit. Actual changes in 
design include increased paper and foil widths, larger 
drawn-case parts, larger case insulation parts, and 
lower values of discharge resistance. Fics. 7(a) and 
7(b) show cutaway sectional views of the 15- and 25- 
kvar units respectively. 

The sheets of aluminum foil and high-grade kraft 
paper tissue are wound into rolls and flattened. The 
rolls are then assembled into a pack of 12 or more and 
connected in parallel or series-parallel arrangements, 
depending on the unit voltage rating. Discharge re- 
sistors of the solid-carbon type are connected across 
the roll pack and the whole assembled in a molded 
kraft-fibre insulating box with overlapping joints, pro- 
viding excellent major insulation to case. The two 
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halves of the drawn-steel case are drawn over the 
assembly with a snug fit, both to minimize excess space 
for free Pyranol and to facilitate the dissipation of 
losses through the insulation to the container surface. 
After complete assembly and resistance welding of the 
case halves together, the unit is ready for drying, 
Pyranol impregnation, and sealing. Moisture in the 
paper is removed with heat and vacuum before ad- 
mitting Pyranol, in a carefully controlled process, which 
physically and chemically transforms the capacitor di- 
electric between foils into a very stable, uniformly 
high-strength insulation. 


SPACE FOR 
TWO WIRES 


nector attached 


HSA EY =| LEAD-SOLDERED ing, showing the nickel-steel parts sealed 
OF GLASS RS] TO BUSHING STUD in the body of the glass and solderless con- 
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STRENGTH 


The cast-glass terminal bushings that are used are a 
unique development. Molten glass is poured into a 
mold containing the metal cap and mounting flange 
parts and then allowed to cool, forming an assembly 
with co-ordinated expansion coefficients. The bushing 
flange is spot-welded for strength, and then soldered 
to the case cover, making a terminal seal without the 
use of organic materials. This seal has proved to be 


unaffected by the usual weathering and atmospheric 


conditions. A cross-section view of a 5-kv cast-glass 
bushing assembly is shown in Fie. 8. 


OPERATING CHARACTERISTICS 


The operating characteristics of a capacitor can be 
best understood after a careful study of internal losses 
and temperature effects. Though the losses in a capaci- 
tor are extremely low in terms of watts, it is extremely 
important from the designer’s viewpoint to give thor- 


ough consideration to loss dissipation. T wo important 


factors contribute to this seemingly inconsistent con- 
clusion. First, the good thermal insulating qualities of 
a capacitor dielectric assembly and insulation to case 
makes even a very small internal loss cause a higher 
temperature rise above the surrounding ambient than 
might be supposed. Secondly, the maximum operating 
temperature of capacitor dielectric must be limited to 
lower values than those commonly considered safe for 
most electrical apparatus. This is true because capaci- 
tors operate at comparatively high electrical stresses 
and continuously at full-load temperature, since they 
do not operate at the usual low load factors common 
with most other electrical apparatus. The limit on 
internal operating temperature must be set by the 
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Fig. 8. Partial cross section drawing of 
a 5-kv cast-glass capacitor terminal bush- 


designer, consistent with the materials he uses. He 
must rely on life-test data and experience with capaci- 
tors in service to establish a safe temperature limit. 
Short-time tests and accelerated life tests are reliable 
only for comparative purposes in establishing designs 
and materials. 


Fig. 9. Schematic diagram of 25-kvar single-phase 60-cycle two-bush- 

ing capacitor, showing internal electrical circuit elements as lumped 

values, excluding dielectric losses and internal inductance 

C, = Terminal-to-terminal capacitance varying with voltage and kvar. 
(See table below) 

Gs4= Terminals-to-case capacitance of 0.002 yf +10 percent for all 
voltage ratings 

Ri Terminal-to-terminal resistance, which is the value of the carbon 
discharge resistor varying with voltage and kvar (See table below) 

Re = Terminals-to-case leakage resistance, including terminal bushing 
surface leakage resistance 

a Terminal-to-terminal series resistance of conductors controlled by 
design to negligible values ° 
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Losses 


The watts loss in a typical 25-kvar 2400-volt 60-cycle - 
capacitor unit operating at rating may be allocated as 
follows (refer to Fic. 9 for a schematic diagram of 
internal circuit constants): : 


(a). Dielectric loss resulting in heating of the di- 
electric 1s a fixed characteristic of the materials used 
and about 97 percent of the total. The development 
of a lower-loss paper, in combination with Pyranol, 
has given about 25 percent reduction in dielectric 
losses, allowing the designer more latitude in design 
to improve operating characteristics and to reduce 
cost of cooling details. 


(b). Resistance loss R, in discharge resistors is 
small, but is fixed by the allowable discharge time 
established as safe practice by the NEC Code and 
NEMA Standards 45-100 (five minutes to discharge 
to 50 volts for capacitors rated above 600 volts). 


(c). Resistance loss R; due to current flow through 
the metallic conductors and through the dielectric is 
very small—tless than one percent of the total. The 
metallic losses can be economically controlled to low 
values by increasing conductor sizes and making 


(1) “A New Kraft Capacitor Paper,” by R. J. Hopkins and H. F. Miller, 


GENERAL ELEcTRIC REy1Ew, December 1947, p. 20 


GENERAL ELECTRIC REVIEW 93 


WW 
ut. 2000 oO 
O z 
Zz <q 
<q 
as ” 
hed ge ” 
nm 2 eae 

< i?) 
a 0 z° 
S 500 = & 
rE < ace 
qu 1 O 
ae 2 & 
> & wn Oo 
ne =s 
Zi 200 oA 
wi W ~” 
RS 100 FO 

Oo Ww Oo 
J wi Kr WwW 
o2 Coe 
-— o~- 
| 50 r- 
a a) 
 ¢ B= ¢ 
z z 
oc 
uw 420 ow 
5 a 

10 
80 
TEMPERATURE 
(DEGREE C) 


Fig. 10. Typical insulation resistance at various temperatures for 
Pyranol treated power capacitors 


low-resistance joints. The insulation resistance to 
current flow through the dielectric material must be 
very high to attain other desirable qualities such as 
stability and voltage strength. Measurement of insu- 
lation resistance is of value only as a quality control 
and can be made only in special units without the 
discharge resistor connected. A typical variation of 
terminal-to-terminal resistance with temperature is 
shown in Fic. 10. 


For purposes of measurement, the various losses can 
usually be lumped together as terminal-to-terminal 
measurement. Measurements should be made at rated 
voltage to eliminate the low voltage stress effect. An 
elaborate bridge set-up is required for such measure- 
ments, because of the extremely small watt loss value 
relative to the kvar rating. Such a bridge is required 
even for production testing. Only capacitor manufac- 
turers-and well equipped laboratories can usually afford 
these elaborate bridges to satisfactorily make such 
loss-measurement tests. Fic. 11 (a) shows a typical 
total-loss characteristic as affected by variations in uni- 
form internal temperature of an unenergized unit, or 
under no-load conditions. However, during operation 
after a warming-up period, the actual temperature 
throughout a capacitor unit is not uniform, so that 
losses under operating conditions present a different 
relation, as shown by the ‘‘continuous”’ load curve in 
Pie. lis): 


Temperature Changes 


Capacitor units are manufactured to a tolerance of 
0 to +15 percent capacitance at 25 C, with the aver- 
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age above nominal. The variation in capacitance with 
uniform temperature is shown by the no-load curve in 
Fic. 11 (b). The sharp reduction in capacitance below 
—5 € (25 F)-is due to: change ‘in viscosity ‘of the 
Pyranol which congeals into a semisolid. In the con- 
gealing temperature range, the losses are much higher 
than in the normal operating temperature range as was 
shown by the no-load curve in Fic. 11 (a). Because of 
the higher losses, the capacitor will not operate with 
a stable internal temperature below the congealing 
range. If energized while at low temperature, the ca- 
pacitance will continue to increase as the dielectric 
warms up and within a few minutes the dielectric 
assumes stable operation at a temperature above the 
congealing range. 

Typical of such operation is the characteristic shown 
in Fic. 12 (a), assuming a capacitor is uniformly cooled 
to the low temperature and then energized at rated 
kvar and allowed to warm up. If a capacitor is continu- 
ously energized and the ambient temperature reduced, 
typical of actual service conditions, the internal oper- 
ating temperature does not follow the ambient trend 
because of increased losses at the congealing-tempera- 
ture range. Therefore, while the capacitor is in opera- 
tion, the Pyranol is kept heated above the congealing 
range, regardless of operating ambient. The heat stor- 
age capacity or specific heat coefficient in a capacitor 
unit is relatively high. When operating in the dielectric 
temperature range where losses are low, as in the normal 
ambient range of 25-50 C, the time to reach a stable 
operating temperature is comparatively long, as shown 
in Fic. 12 (b). Obviously, a capacitor can be overloaded 
within allowable limits without fast change in operating 
temperature because operating temperatures lag be- 
hind changes in operating conditions by several hours. 

For convenience, the unit’s maximum internal oper- 
ating temperature rise above ambient can be considered 
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Fig. 11. Typical variations of (a) losses and (b) capacitance with 
ambient temperature for Pyranol capacitors under conditions of no-load 
and continuous load 
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Fig. 12 (a). Curve showing the time required to warm up a 25-kvar 
2400-volt capacitor unit after cooling to low ambient temperature values 
while unenergized, operated at normal voltage and frequency in an 
ambient equal to internal temperature at the start of operation 
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Fig. 12 (b). Curves of maximum internal operating temperature rise 
versus hours on voltage for typical 2400-volt 25-kvar 60-cycle outdoor 
pole-mounted capacitors in bright sunlight and 40 C ambient 


Curve A: 100 percent kvar operation of an isolated unit 

Curve B: 100 percent kvar operation of several units in a row with 
414 in. spacing between cases 

Curve C: 135 percent kvar operation of several units in a row with 
41% in. spacing between cases 


in two stages: First, the external surface of the con- 
tainer operates with a rise above ambient which can be 
readily measured in service; second, the internal di- 
electric operates with a temperature rise above case 
surface, which rise cannot be measured in service nor can 
it be controlled: by the user. Therefore, to limit and 
control internal operating temperature to safe values 
consistent with the expected life in service, the capaci- 
tor designer must specify the operating and ambient 
conditions under which the operation will be satis- 
factory. Such conditions include ambient temperature, 
exposure to radiation from the sun or other apparatus, 
ventilating air temperature, and physical arrangement 
in banks. | 
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Loss Dissipation 


Normally, about half the loss dissipation from the 
surface of a capacitor unit is by direct radiation to sur- 
roundings, while the other half is carried away by 
natural circulation of air. Retarding either factor in- 
creases the container temperature rise, and improve- 
ment in either factor reduces the rise. Therefore, if 
radiation is reduced, then circulation of air must be 
increased to maintain a given case temperature rise. 
If air temperatures are high, then forced circulation 
will decrease the rise. When practical limits of natural 
or forced circulation are reached, further limitation in 
temperature rise may be obtained by reducing kvar 
rating, thereby reducing the watts loss to be dissipated 
per unit area of surface. | 

When a number of units are mounted in a row side 
by side and/or enclosed by surrounding walls, then the 
radiation factor is reduced. Fic. 18 shows such a typical 
relationship for spacing between 15-kvar units. The 
spread between curves is somewhat greater for 25-kvar 
units. If rows of units are mounted one over another, 


then air from a lower tier is heated before passing into 


the upper tier. A second and third tier of 25-kvar units 
may show 5C and 9C more temperature rise than a 
bottom tier in a typical indoor installation with un- 
restricted natural air circulation. 

The 25-kvar unit has a somewhat higher case-surface 
temperature rise than the 15-kvar unit. Therefore, 
arrangements in bank assemblies should not be made 
entirely interchangeable for all conditions, particularly 
under those conditions of ambient and superimposed 
tier mounting where operating temperature is a limi- 
tation. Table I shows a comparison of spacing and 
ambient limitations for 15- and 25-kvar units. 


IDDLE TIER OF 3 TIERS 
POP TIEROFR 2: TERS 


AU Megs eae 
BOTTOM TIER OR 
SINGLE TIER 


PERCENT CASE TEMPERATURE RISE 


O | 2 3 4 2 6 Tees 8 
INCHES SPACING BETWEEN CAPACITOR CASES 


Fig. 13. Typical curves for ventilated indoor low-voltage housed ca- 
pacitor assembly of 15-kvar units, showing percent case temperature rise 
versus spacing between unit cases. A single isolated capacitor unit not 
enclosed would have a 60 percent case temperature rise on the scale shown 
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TABLE I: MAXIMUM PERMISSIBLE AMBIENT TEMPERATURE RATING 


15-kvar 25-kvar 
Arrangement Units Units 


(Degrees Centigrade) 


(1) Outdoor in single row, single tier un- 


restricted ventilation 50 46 
(2) Outdoor in two rows, three tiers maximum, 

unrestricted ventilation 46 40 
(3) Indoor in two rows, single tier unrestricted 

ventilation 40 40 
(4) Indoor or enclosed, in two rows, three tiers 

maximum, unrestricted ventilation 40 40* 


(5) Enclosed outdoor or indoor, in multiple rows 
and tiers with forced ventilation (8 cu ft per 
min per kvar per deg C rise with 50 C max 
air-out temperature) and forced circulation 
about units 46* 40* 


*NOTE: Forced circulation of air about unit surfaces is necessary for these 
ambient ratings. 


The ambient ratings given in Table I are based on 
a minimum horizontal spacing of 2% in. between ca- 
pacitor cases of the 25-kvar units and 3% in. between 
the cases of 15-kvar units, except that single-tier 15- 
kvar units also may be spaced 24% in. minimum be- 
tween units for a 40 C ambient rating. (The 15-kvar 
units are 4 in. wide; 25-kvar units are 5 in. wide.) 


Forced Ventilation 


It is usually expedient and economical to use forced 
ventilation for higher ambients than those listed in 
Table I and for limited-volume installations to conserve 
space. The unit container-surface rise may be reduced 
several degrees by directing a fan at a group of capacitor 
units as done in large equipments. A standard 12-in. 
_transformer-type cooling fan will supply air to 12 units 
in a single row or 24 units in two rows side by side. 
Thermostatic control of such fans is desirable, since 
maximum ambient conditions are usually infrequent. 
Forced ventilation of an enclosure in which capacitors 
are installed is necessary where the limiting inlet air 
temperature may be exceeded. If all the capacitor losses 
must be carried out of the enclosure by air circulation, 
a volume of eight cubic feet per minute per degree C 
per kvar nominal rating will give an air temperature 
rise of one degree C. The allowable air temperature 


TABLE II: WITHSTAND TEST VOLTAGES 


Maximum Terminal-to-Terminal Terminal-to-Case 

Standard Permissible Test Voltage Test Voltage 

Rated Operating Alternating Direct Alternating 
Voltage Voltage Current Current Current 
230 253 500 1000 10,000* 

460 506 1000 2000 10,000* 

S78) 633 1200 2400 10,000* 
2400 2640 5000 15,000 19,000 
4160 4575 9000 27,000 19,000 
4800 5280 10,000 30,000 26,000 
7200 7920 15,000 45,000 26,000 
7960 SOO 43 16,600 49,800 26,000 ° 
12,470. 13,720 25,000 75,000 34,000 
13,800 15,180 28,800 86,400 34,000 


*NotE: Indoor units rated only 230 volts may be tested at 3000 volts rms 


and units rated 460 or 575 volts may be tested at 5000 volts rms. 
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rise will depend on whether forced air circulation about 
units is provided and on incoming air temperature. The 
outgoing air temperature generally should not exceed 
5O2G: 


Since it is difficult to calculate a heat balance for a 
capacitor unit operating with exposure to normal 
atmospheric conditions, test measurements are more 
practical. Temperature records are shown in Fic. 14 
for a typical daily cycle of ambient changes, sun radia- 
tion effects, and operating temperatures. Bright sun 
causes about three degrees C higher temperature rise in 
a single unit as effective average. More effect is ob- 
tained in the top tier of an outdoor housing because of 
sun radiation on the roof and sides. 
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Fig. 14. Typical daily temperature cycle of 25-kvar Pyranol capaci- 
tors at rated kva mounted in standard pole-type hangers with 41% in. 
spacing between case sides, in July sun 


VOLTAGE EFFECTS 


A capacitor unit is most carefully designed to meet 
stipulated voltage conditions. While actually there is 
a wide range in voltage effect dependent. on frequency, 
temperature, and time, the discussion of two important 
general classes seems worthwhile at this point. 


Continuous Voltage Effects 


Continuous overvoltage causes a relatively large in- 
crease in temperature rise because of increased losses 
which vary almost directly with operating kvar. For 
example, 5 percent over nominal voltage operation 
causes 10 percent higher temperature rise. This fact, 
together with another important one, namely, that 
capacitors cause a voltage rise at the point in the circuit 
where connected, makes it desirable to rate capacitors 
near the maximum continuous voltage to be encoun- 
tered for a given circuit rating. The average permissible 
voltage is 105 percent of rated voltage over any 24- 
hour period. This limitation applies on terminal-to- 
terminal rating. Terminal-to-case overvoltage rating is 
not limited by heating because of the very low dielectric 
losses involved. 


Transient Voltage Effect 


The transient overvoltage which a capacitor can 
withstand has been established by many years of 
service experience. The maximum permissible voltage 
for regular operating practice, such as for daily cyclic 
variation, is 110 percent of nominal rating. Switching, 
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An installation of capacitor equipment, 
rated 5100 kvar, 13,800 volts Y, three 
phase,60 cycles. Through the open doors 
the assembly of 25-kvar units and indi- 
vidual fuses on an insulated rack is 
visible 


circuit-fault conditions, and lightning surges may cause 
peak voltages much higher, which are not readily deter- 
mined and for which no stipulated limit has been set. 
Capacitors subjected to such transient overvoltages 
normally encountered in service have been found to 
have satisfactory life with factors of safety as estab- 
lished by the overvoltage tests specified by NEMA 
Standards 45-100 and shown in Table II. Capacitors 
which pass these tests withstand overvoltages equal to, 
or higher than, other electrical apparatus designed for 
the same circuit class. 

Transient overvoltages on the circuit to which a ca- 
pacitor is connected should be limited by properly 
selected and applied lightning arresters. 


KVAR, CURRENT, AND FREQUENCY RATINGS 


The current supplied to a circuit by a capacitor is 
dependent on voltage and frequency. The voltage 
waveshape may include various amounts of distortion 
from sine-wave form, because of higher harmonic fre- 
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Fig. 15. Allowable percent current overload on capacitors with a single 
harmonic superimposed on 60-cycle fundamental voltage to give a 
total of 135 percent kva loading 

kvago-cycle +kKvaharmonic =135 percent of rated kva 


rms volts = \/ (60-cycle volts)? +(harmonic volts)? 


rms amperes = / (60-cycle amperes)? -+(harmonic amperes)? 
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quency content. Therefore; the current: rating must 
allow for currents at fundamental rated frequency and 
for some additional amount at harmonic frequencies. 
Also, with a 0 to +15 percent tolerance of nominal 
kvar rating, the average is always above nominal. Con- 
sequently, the maximum kvar rating must een for 
both overvoltage and overcurrent. | 

Based on a number of years of experience, standards 
have been established such that designers must allow for 
a maximum permissible kvar of 1385 percent of rating 
as an operating tolerance. The voltage and kvar maxi- 
mum permissible limits are fixed, leaving current and 
frequency limits variable over a practical range. Fic. 
15 shows permissible maximum currents, assuming har- 
monic voltages are present. It should thus be apparent » 
that the continuous current-carrying capacity of ter- 
minals, leads, buses, and circuit devices used in series 
with capacitors should usually exceed 1385 percent 
nominal current rating as a minimum. 

Peak transient currents may be relatively high during 
switching or during discharge. A 25-kvar 2400-volt unit 
charged to 3722 volts, which is the peak of the maximum 
permissible operating voltage, will discharge through a 
gap between terminals with a peak current of about 
18,000 amp. The discharge is oscillatory at a frequency 
of approximately 75 kilocycles, lasting only a few 
cycles. However, because of circuit impedance in 
typical installations, a bank of units connected in 
parallel would discharge at a much lower frequency and 
the total peak current from each capacitor is appre- 
ciably less. Current-carrying parts are designed to 
carry, without damage, the high transient currents 
encountered in normal service. 


SUMMARY 


(1). Introduction of a 25-kvar capacitor unit 
rating ended a 15-year period of standardization on 
15-kvar ratings 

(2). The 25-kvar unit rating has been well estab- 
lished as the most practical from both standpoints 
of unit price and ease of application 


(Concluded on next page) 


GENERAL ELECTRIC REVIEW 97 


ie ———aamaanae 


25-KVAR CAPACITOR 


(Continued from preceding page) 


(3). Consideration of over-all operating character- 
istics further justifies standardization of a 25-kvar 
as the logical unit rating 

(4). These new 25-kvar units retain all the valued 
features which have contributed to the success of 
the 15-kvar units: 

(a). Drawn-steel containers, resistance welded at 
the central flange | 
oe : (b). Metal-to-glass sealed terminal bushings 
MINIATURE - (c). Durable finish of tinplate and two coats of 
SPEED CHANGERS baked Glyptal paint 
* | 


(5). In addition, the 25-kvar units described in 
© Over 500 different Standard this article have: 
ratios! 10:9 to 3375:1 


e@e SMALL! 1.050” Diameter. 
Overall lengths: Type 5A, 
3-3/16” Type 5B, 4-1/32’ 
Type 5C, 4-13/16" 

@ Transmit power either way up 
to 230:1 ratios! 


@ Concentric ball-bearing input 
and output shafts. 


ETE 
setae 1 (a). Mounting interchangeability with 15-kvar 
coM units 
ADAPTABLE | (b). Improved kraft-paper dielectric which has 
reduced losses by 25 percent and which gives 
unusually long service 


BULLETIN No. 100 


Gives complete details—Write for 

it today to METRON INSTRU- 

@ Prompt deliveries on produc- MENT COMPANY, 448 Lincoln 
tion or experimental quantities. Street, Denver 9, Colorado. 


@ Hardened steel spur gears. 


(c). Reduced weight and size per kvar, conse- 
quently lowering costs of bank installations, han- 
dling, and over-all space requirements 

(d). Reduced capacitor prices 10 to 15 percent 
per kvar, thus widening the opportunities for 
applying these units to a power system with more 
profit to the user. 


@ Permanent lubrication. 


MAKERS OF INSTRUMENTS 
FOR PRECISION MEASUREMENT 


HANDBOOK 


... 192 PAGES of 
USEFUL INFORMATION 


Engineers, designers. purchasing agents — 


GET YOUR COPY 


You will find complete data on the lamps used in 
pilot lights. 


And illustrations — all full size — of hundreds of 
items you will use. 


There is a table of resistors for operation of 
lamps on all voltages. 


Complete dimensional data on each unit. 
More than 2,000 Underwriters’ Listed Assemblies. 


The DIAL LIGHT COMPANY of AMERICA 


Foremost Manufacturer of Pilot Lights 
900 BROADWAY, NEW YORK 3, N. Y. TELEPHONE SPRING 7-1300 


Write for Handbook W-149 


WEST VIRGINIA PULP & PAPER COMPANY 


230 Park Avenue, New York, N.Y. 35 E. Wacker Drive, Chicago, Ill. 
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tHE C-E PACKAGE BOILER 


... Chote of tndustiy — 


Furnished in Capacities 
of 10,000 to 50,000 


lb of steam per hr., the Package Boiler is designed for four 
methods of firing — spreader stoker, single-retort underfeed 
stoker, oil or gas burners. Any of these methods may be sub- 
stituted for any other should a change in the fuel market make 
a change in firing equipment desirable. 


Partial List of Industries 
that have selected the C-E Package Boiler 


Automobiles Institutions Paper 
Bakery Leather Railroads 
Chemical Linoleum Rubber 
Cold Storage Machinery Steel 
Dairy Metals Sugar 
Glass Oil Textile 
Hosiery Packing Tobacco 


Hospital Paints Utility 


afler ndushy 


Why has the Package Boiler been selected by 


such widely varying industries as those 
listed? Here’s why: 


BALANCED DESIGN 


BECAUSE it has not one or two features for special needs, 
but a completely balanced design that adapts itself to 
many conditions ...a design in which each element 
is coordinated with every other for top performance. 


EFFICIENT PERFORMANCE 


BECAUSE the C-E Package Boiler has high efficiency 
over a wide range of output and responds to rapid load 
swings ... characteristics especially advantageous in 
many industrial plants. 


EASY OPERATION 


BECAUSE the C-E Package Boiler is simple to operate 
and maintain at peak efficiency — a boon to plants 
having limited personnel. 


CHOICE OF FUELS AND FIRING 


BECAUSE in addition to its wide adaptability, the C-E. 
Package Boiler permits you to choose the one best 
method of firing for the fuel and load conditions of 
your plant. : 


LOWER COST 


BECAUSE the standardized balanced design of the C-E 
Package Boiler effects economies in engineering, fab- 
rication, and erection which are passed on to you in 
lower first cost. 


UNIFIED RESPONSIBILITY 


BECAUSE the C-E Package Boiler is a complete unit... 
boiler, furnace setting, fuel-burning equipment, con- 
trols, forced draft ... giving you the added benefit of 
one contract, one guarantee, and one responsibility. 


Small wonder so many diverse industries select 
the C-E Package Boiler. If your requirements fall 
within the available capacity range, let our 
engineers match your needs to Package Boiler 
performance. B-231B 


Combustion Engineering-Superheater, Inc. 


A Merger of COMBUSTION ENGINEERING COMPANY, INC. and THE SUPERHEATER COMPANY 
200 Madison Avenue, New York 16, N. Y. 


ALL TYPES OF BOILERS, FURNACES, PULVERIZED FUEL SYSTEMS AND STOKERS; ALSO SUPERHEATERS, ECONOMIZERS AND AIR HEATERS 
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PROTECTIVE ATMOSPHERES IN INDUSTRY 


. Part VI 


Effects of atmospheres of combusted fuel gas—purified and unpurified—and 


catalytically reacted fuel gas in preventing decarburization in various heat- 


ing processes. Neutralene and Thermalene gas producing equipments described 


By A. G. HOTCHKISS and H. M. WEBBER 


Industrial Heating Divisions, General Electric Company 


COMBUSTED FUEL GAS (UNPURIFIED) 


OW-RATIO combusted gas (unpurified) Item Ela, 
Table I,* is sometimes used as protective atmos- 
pheres for medium- and high-carbon steels in bright- 
hardening, annealing, and furnace-brazing. This gas is 
strongly decarburizing, however, because it normally 
contains about 5 percent carbon dioxide and is satu- 
rated with water vapor, both of which are highly 
decarburizing constituents. Decarburization usually 
can be eliminated by purifying the combusted gas be- 
fore it is used as a protective atmosphere, or by 
employing some other type of nondecarburizing gas 
to obtain the same advantage. Comparisons will now 
be made between the decarburizing action of combusted 
gas (unpurified) and the nondecarburizing action of the 
same gas when purified, and with other gases. 


COMBUSTED FUEL GAS (PURIFIED)—NEUTRALENE 

Combusted fuel gas (purified)—now known as Neu- 
tralene gas—with its carbon dioxide and water va- 
por removed, is listed as Item E2, in Table I, in three 
different conditions: (a) partially burned, (b) nearly 
completely burned, and (d) completely burned. These 
various gases have wide applications for heat-treatment 
of steel without decarburizing. 

The partially burned gas E2a is used for: short- 
cycle annealing, normalizing, hardening, and brazing 
of medium- and high-carbon steels of the straight- 
carbon and alloy types; sintering of medium- and high- 
carbon ferrous metals; carburizing low-carbon steels 
when used as a carrier gas for natural gas or propane; 
and for carbon restoration of medium- and _ high- 
carbon steels of the straight-carbon or alloy type. 

The nearly.completely burned and purified gas E2b 
is used for long-cycle annealing and normalizing of 
medium- and high-carbon steels of the straight-carbon 
or alloy types, or high-speed steels. 

The completely burned and purified gas E2c is 
essentially nitrogen. In a typical case, it is enriched with 
0.8 percent propane and used for heat-treating high- 
chromium high-carbon steel dies. without decarburi- 
zation. 


PROPERTIES OF NEUTRALENE 


Like the atmosphere-gas converters, Neutralene gas 
producers are available in both low-ratio and high- 


This article is so paged that, without mutilating other articles, it can be 
readily removed for filing as a group of full-size consecutive pages.—EDITOR 
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ratio types. Thus, the partially burned gas E2a is pro- 
duced by the low-ratio-type machine, and the nearly 
completely and the completely burned gases, E2b and 
E2c, are produced by the high-ratio type. 

The low-ratio Neutralene’ gas producer can be 
operated over a range to give a variety of mixtures of 
output gas. The most commonly used ratio gives about 
10.5 percent carbon monoxide, 15.5 percent hydrogen, 
1.5 percent methane, and 72.5 percent nitrogen, with 
0.0 percent carbon dioxide and oxygen. The gas gener- 
ally has a dew point of —40 F or less. Because of its 
hydrogen and carbon-monoxide contents, this gas is 
moderately reducing on oxides of various metals, such 
as iron and copper, at elevated temperatures. 

If the fuel gas contains sulfur, this constituent will 
be removed along with the carbon dioxide in the scrub- 
bing tower of the Neutralene gas producer. 


OPERATING AT 2000F 


Ges = from Fnside 
furnace casing 


Dewpoint-temp deg. F 


Fig. 42. Dew points of gases entering and leaving box-type electric 
furnace operating at 2000 F 


A: (Entering gas analysis approx. 0.0 percent COz, 1.5 percent 
Hy, 12 percent CO, 18 percent Hz, 68.5 percent nitrogen.) 
COz remover cut out of system at this time, allowing CO2 
to increase to about 4 per cent 
B: COs remover cut into system again, reducing entering COz2 
to 0.0 percent 


Because of its relatively low hydrogen content, the 
partially burned gas is only mildly inflammable and ex- 
plosive. It has a specific gravity of about 0.825. In 
furnaces with normally closed doors, such as the box 


and roller-hearth conveyor types, the purity of low- 


ratio Neutralene can be maintained within the furnace 


*The following will facilitate the location of material published 
in earlier parts of this serial: 


Part Issue Figs. Equations Tables Footnotes 
Part I Nov. 1948, p. 29 Lto-:6 None Eto EI None 
Part II Dec. 1948, p. 41 @to ta. -(1)-toiC.8) LE toxkV; (1) to (9) 
Part III Feb. 1949, p. 37 15 to 23 None V to VI None 


Part IV Mar. 1949, p.25 24 to 35 None 


VII None 
Part V Apr. 1949, p.25 36 to 41 None VITO) X38 C10) to Gl) 
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chambers without appreciable difficulty; in mesh-belt 


conveyor-type furnaces, however, with normally open 
end doors, maintenance of purity is more difficult. In 
the latter case, gas-flame curtains burning across the 
openings, and infiltrating air which is often increased by 
drafts in the room, are common sources for the presence 
of H.O and CO, within the furnace. Often the work 
pieces themselves carry in enough air to be a factor. As 
a result, to minimize decarburizing, higher rates of 
flow of gases are normally supplied to furnaces than 
are needed simply for producing bright work. 

The thermal content of low-ratio Neutralene is 
about 99 Btu and the thermal conductivity with respect 
to air is only about 1.98. The latter has a favorable 
effect on thermal losses from the furnace and gives 
lower heating and cooling rates of the work than ob- 
tained with higher-hydrogen gases. 

Normal operation of the Neutralene gas producing 
equipment involves complete removal of carbon di- 
oxide and almost complete removal of water vapor to 
a dew point of about —40 F. It was previously ex- 
plained in Equation (13), and: related text, .that the 
water-gas reaction requires this purity. If the carbon 
dioxide is not completely removed from a hydrogen- 
bearing mixture of low dew point, the water-gas 
reaction between the CO, and H, rapidly forms water 
vapor and CO. This water vapor and the remaining 
CO, then cause a decarburizing action on the steel 
being treated. Best results can be obtained, therefore, 
with CO,-free dry gas. 

The water-gas reaction is illustrated in Fic. 42, 
which shows the dew point of gases entering and leav- 
ing a box-type electric furnace operating at 2000 F. 
The upper solid line illustrates the dew point of the gas 
leaving the cooling chamber; the broken line that from 
inside the heating chamber casing. That of gas enter- 
ing the heating chamber was —40 F throughout the 
test. Normally, samples taken from a point near the 
furnace casing showed +25 F with a mixed-gas at- 
mosphere containing 18 percent hydrogen and 0.0 
percent CO,. At point A, the CO, remover was cut out 


of the system, which allowed the CO, to increase to 


about 4 percent. The dew points of gas from the heating 
and cooling chambers gradually changed. to about 
+55 F at point B. At this point, the CO, remover was 
cut into the system again, reducing the entering CO, 
to 0.0 percent. Test samples taken from the cooling 
chamber showed a gradual drop-off in dew point; but 
that from the furnace casing showed no recovery during 


the period of the test, perhaps because of contamination . 


from moisture emanating from the brickwork and in- 
sulation. These curves show the advantage of com- 
pletely removing CO, from a hydrogen-bearing mixed 
gas. 

Under some conditions, CO,-free dry gas actually 
provides a carburizing action, which is often considered 
desirable. But if it is preferred to have the atmosphere 
strictly neutral to the steel, by making its carbon 
potential the same as that of the steel, this can be ac- 
complished by by-passing some wet combusted gas 
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from the Neutralene producer around the drying equip- 
ment, to give a controlled, slightly higher dew point. 
Under this condition, it has been found that the water- 
gas reaction proceeds slowly in the opposite direction 
from that just explained, and does not cause the formation 
of any troublesome CO, during short-cycle treatments. 
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Fig. 43. The effect of Neutralene and partially combusted gas on SAE 
1060, 1090, and 52100 steels as shown by weight-change tests 


Fic. 48 shows, by weight-change tests, the effect of 
Neutralene on SAE 1060, 1090, and 52100 steels. The 
samples were held in a box-type electric furnace with 
open brickwork lining for 1 and 2 hours at 1500 F, then 
pushed into the water-jacketed cooling chamber and 
cooled in the same atmosphere as the one in which they 
were heated. One set of samples was treated in a low- 
ratio Neutralene atmosphere and another set in a low- 
ratio combusted-gas atmosphere, to provide a com- 
parison. The samples treated in Neutralene show a 
slight increase in weight, indicating some carbon pickup, 
while the samples treated in combusted gas show quite 
a sharp decrease in weight, indicating decarburization. 

The Neutralene treated samples are well within the 
generally acceptable range of weight change of —20 to 
+50 gr per sq cm X 100,000. However, the carbon pick- 
up shown on SAE 1060 and 52100 steels can be re- 
duced by by-passing some moist combusted gas around 
the dryer to increase the dew point within the furnace. 

Gonser“?) also graphically illustrated the need for 
CO,-free dry combusted gas to prevent surface de- 
carburization, in the curves shown in Fic. 44. Steel 
samples containing carbon varying from 0.10 to 1.0 
percent or higher were treated for three hours at 1740 F. 
The furnace atmosphere was low-ratio combusted- 
gas containing approximately 9 percent each of hydro- 


-gen and carbon monoxide, with varying amounts of 


carbon dioxide and methane, dried to a low dew Eee 


(12) “The Status of Prepared Atmospheres in ‘the Heat Treatment of Steel,’ 
by Bruce W. Gonser, Industrial Heating, Dec. 1939. 
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In curve 1 with 5.3 percent COs, it is interesting to note 
that all carbon steels above 0.10 carbon are decar- 
burized by the gas indicated. 


Curve 2 shows the results with a gas having only 1.4 
percent CO,. In this instance, carbon steels of 0.4 per- 
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Fig. 44. Gonser’s curves showing slight carburizing action of CO- free 
dry combusted gas (curve 3). Increasing decarburization results with in- 
creasing CO: content (curves 4 to 1) 


cent and lower have actually picked up carbon, while 
those above 0.4 percent have been decarburized, the 
amount of decarburization increasing with the carbon 
content. Curve 3, with 0.9 percent CO:, shows little 
change in the medium- and low-carbon range, but some 
improvement in the higher-carbon steels. 

Curve 4; with 0.2 percent CO, and 1.1 percent 
methane as compared with 0.5 percent methane in 
curves J and 2, is neutral to 0.7 percent carbon steel 
and is acceptable from the standpoint of decarburiza- 
tion for 1.1 percent carbon steel. Curve 5 shows the 
effect of completely removing CO., with 0.7 percent 
methane. In this instance, all the steels are carburized, 
including the 1.1 percent carbon steel. | 

Introduction of CO, into Gonser’s dried gases un- 
doubtedly increased the H,O content by the water-gas 
reaction to accelerate the decarburization. With the 
Neutralene gas producer, however, it is easy to maintain 
0.0 percent CO, and regulate the moisture content to 
give carbon-potential control equivalent to that il- 
lustrated in Fic. 44. 

Comparisons between SAE 1060, 1090, and 52100 
samples cut from the weight-change specimens, as 
treated in low-ratio Neutralene and partially combusted 
gas under identical conditions, are illustrated in Fics. 
45 and 46. No surface decarburization can be detected 
in the photomicrographs of the samples treated in 
Neutralene; but the white bands at the surfaces of those 
treated in combusted-gas show carbon-free ferrite and 
indicate decarburization. 


SAE 1060 


SAE 1090 


SAE 52100 


Fig. 45. Photomicrographs (100) of three different steels treated for two hours in low-ratio Neutralene at 1500 F 


SAE 1060 
Fig. 46. Photomicrographs (100) of three different steels treated for two hours in partially combusted gas under identical conditions as those 
shown in Fig. 45 
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SAE 1090 


SAE 52100 
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Fig. 47. Photomicrograph 
(X4) showing cross-section 
of a tooth of an iron oil-pump 
gear, made by powder metal- 
‘lurgy, which has been sin- 
tered in a Neutralene atmos- 
phere at 2050 F. 


Fig. 48. Photomicrograph (X500) showing the approximately eutectoid 
structure at the center of the tooth illustrated in Fig. 47 


Fic. 47 is an enlarged cross-section of the tooth of an 
iron gear, made by powder metallurgy, which has been 
sintered at 2050 F in Neutralene atmosphere. The 
approximately eutectoid composition at the center of 
the tooth is shown by photomicrograph in Fic. 48. 
The microstructure at the surface of the tooth is 
shown in Fic, 49. From the latter two photomicro- 
graphs, it is evident that the microstructure at the 
surface is comparable with that at the center, and it 
seems reasonable to conclude that there is no noticeable 
loss of carbon from the iron. 

No doubt conditions are more favorable in sin- 
tering iron parts containing free graphite at 2050 F 
than in copper-brazing assemblies made of high-car- 
bon steel. For example, there apparently is a surplus 
of free graphite in the iron compacts to allow rapid 
diffusion of carbon into the ferrite and help maintain 
equilibrium conditions; also, there is a carbonaceous 
vapor emanating from and surrounding the compacts 
during heating which undoubtedly gives some surface 
protection. Nevertheless, the atmosphere must be very 
good to permit obtaining results such as those just 
described. | 
~ Serious decarburization can be detected by a stand- 
ard hardness tester. Slight decarburization may not be 


May, 1949 


indicated by such a tester but may be revealed by com- 
parison of readings between those taken on a Rockwell 
standard machine and on a Rockwell ‘“‘superficial’’ 
machine. : 

A comparison test on Neutralene protected samples 
of representative medium- and high-carbon steels, such 
as SAE-1060, 1090, and 52100, resulted in the record 
shown in Table XI. After small pieces were cut from 
the weight-change samples for making the photomicro- 
graphs shown in Fics. 45 and 46, hardness tests were 
conducted on the remaining parts. These specimens were 
placed in the box-type furnace for 20 min at 1500 F, 
either in Neutralene or combusted-gas atmosphere, 
depending on the atmosphere to which they had been 
exposed during the weight-change tests. Then they were 
transferred through air to an oil quench. 


Fig. 49. Photomicrograph (X500) of the structure at the edge of the 
tooth shown in Fig. 47 


Table XI shows that, in all the tests on the Neutra- 
lene protected samples, the RI5N readings converted 
to RC were greater than the direct RC readings, in- 
dicating that no surface decarburization had occurred. 
However, tests on the samples treated in combusted 
gas gave readings on the RI5N scale, which, when 
converted to RC, were less than the direct RC readings, 
indicating that surface decarburization had occurred. 


TABLE XI 


COMPARATIVE HARDNESS READINGS OF SAMPLES TREATED IN 
NEUTRALENE AND COMBUSTED GAS ATMOSPHERES 


1 Hr in Heat(!) 2 Hr in Heat(1) 


Combusted Combusted 
- Steel Code, Neutralene Gas Neutralene Gas 
SAE Atmosphere Atmosphere Atmosphere Atmosphere 
A B A B A B A B 
10603 sss 625227363 53 47 63 65 ol 41 
LO90 448s 66 67 63 60 66 67 62 58 
52100 Sea 65 66 61 60 66 67 60 58 


A. Direct Rockwell ‘‘C’’ hardness. 

B. Rockwell 15 N ‘“‘superficial’’ hardness converted to ‘‘C’’ Scale. 

(1) Period of time samples were in furnace for weight-change test. Reheated 
for 20 min. at 1500 F, then oil quenched to obtain hardness data. 
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These comparative tests on samples treated in 
Neutralene and combusted-gas atmospheres show the 
effectiveness of Neutralene for heat-treating medium- 
and high-carbon steels without decarburization. 


PROPERTIES OF NEARLY COMPLETELY BURNED FUEL GAS 
(PURIFIED) 


The nearly completely burned fuel gas (purified) 
Item E2b, Table I, contains about 2 percent each of 
carbon monoxide and hydrogen, 96 percent nitrogen, 
dewpoint —40 F. It has 0.0 percent of carbon dioxide, 
oxygen, and methane. Because of its low hydrogen and 
carbon-monoxide content, which are allowed to be 
present to counteract any leakage of air, there is no 
tendency for etching during long-cycle annealing and 
normalizing treatments, such as with batches of coiled- 
steel strip. The gas described is not inflammable or ex- 
plosive when mixed with air. Its specific gravity is about 
0.954, approximating the weight of air; its thermal 
conductivity is about 1.12 with respect to air. 


COMPLETELY BURNED FUEL GAS (PURIFIED) 


Completely burned fuel gas (purified) Item E2c, 
contains about 0.7 percent each of carbon monoxide 
and hydrogen, 98.6 percent nitrogen, dew point —40 F. 
It has 0.0 percent each of carbon dioxide, oxygen, and 
methane. Moreover, it is practically inert and, as such, 
is used as nitrogen atmospheres for some applications. 
When decarburization is a factor, it is sometimes en- 
riched with a small amount of propane to counteract 
leakage of air and water vapor into the system. Also, 
it is not inflammable or explosive when mixed with air. 
Its specific gravity is about 0.97 or approximately the 
same weight as air; its thermal conductivity is 1.04 
relative to air. 


COST OF NEUTRALENE 


The cost of operating a Neutralene gas producer is 
very low, as indicated in the righthand column in 
Table I, and in Table XII. The various components 
going into the cost estimates, their quantities, and their 
assumed rates are listed in Table XII to show how the 
operating costs are determined. Data are given for both 
coke-oven and natural-gas consumption. If propane is 
used, its consumption will be about half that of natural 
gas; and, if butane is used, about one-third. - 


MANUFACTURE AND DISTRIBUTION 


A typical Neutralene gas producing equipment is 
shown in Fic. 50 and its flow diagram in Fic. 51. As 
indicated at the left of the flow diagram, fuel gas and 
air are drawn through visual flowmeters into a gas- 
combustion controller consisting of a proportioning 
mixer which regulates and controls the input air-gas 
ratio, and a motor-driven compressor. The air-gas- 
mixture line leaving the compressor leads to a volume- 
control valve, an automatic fire-check, and a burner 
with refractory screen. The burner fits into the top of 
the vertical combustion chamber mounted in the 


34 3 GENERAL ELECTRIC REVIEW 


| 


boiler of the reactivating tower. The combustion 
chamber is filled with a bed of special catalyst brick, 
like that shown in Fic. 27, which assists the reactions 
in proceeding to completion. 

On leaving the combustion chamber, the product 
gases pass through a straight-tube surface cooler which 
partially condenses out the water vapor. The cooled gas 
and condensate then enter a velocity-type water sep- 
arator, and the condensate drips from a trap into a 
drain. The gas then passes through a CO, absorbing 
tower, in which the CO, is removed to 0.0 percent. The 
absorbing liquid is a water solution of monoethanol- 


amine which flows down from the top over a large area 


of filler material. From this tower, the gas passes 
through a cooler, and the condensate returns to the 
bottom of the absorbing tower into the system. The 
gas then leaves the Neutralene producer and goes 
through a refrigerated gas cooler, which reduces the 
dew point to about +40 F, thence to a regenerative- 
type dryer, which further reduces the dew point to 
about —40 F. From the dryer, the gas goes directly to 
the furnace or other point of use. : 

The absorbent, after making contact with the gas, 
collects at the bottom of the absorbing tower and is 
continuously drawn off by means of a motor-driven 
pump. It is forced through a heat exchanger, where it 
is warmed before entering the top of the reactivating 
tower. Here it travels down over surface material, 
similar to that used in the absorbing tower, becomes 
further heated by rising gases and vapors, and the CO, 
and sulfur compounds are driven off. As the absorbent 
accumulates in the bottom of the boiler, additional 


Fig. 50. A typical Neutralene gas producing equipment 
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TABLE XII: NONDECARBURIZING PROTECTIVE ATMOSPHERES 
Materials consumed, and operating cost per M Cu Ft 


Fuel Gas Consumption Electric Cooling Atmosphere Cost* 
M Cu Ft 
Item Protective Atmosphere _ Cu Ft per Hr ae eat ces Der Me 
Ue Gas ee i “Gas tue | (oo Gas Buel 
E. Combusted fuel gas 
(2). Purified 
a). Partially burned 
2 (I). COo-free and dry (Neutralene) 370 155 4 A477 $0.32 $0.14 
b). Nearly completely burned 
oe (I). CO,-free and dry (Neutralene) 280 125 4. : 627 0.27 0.1338 
c). Completely burned ; 
o Ch). COL and dry (Neutralene) 260 115 4. 627 0.25 0.128 
F. Reacted fuel gas 
(1). With air over ios Cee Ga es | | 
. Completely reacte ermalene 
2 (),. Gitnentad 700 350 2 150 0.52 Mee 
(II). Electrically heated 410 200 12 100 0.42 i 


* Costs include only materials consumed such as power, gas, and water. They do not include factors for obsolescence, installation, maintenance, labor, 


etc. The estimates have been based on the following unit costs: 
Power—$0.01 per kw-hr 
Natural gas—$0.50 per M cu ft 
Coke-oven gas—$0.70 per M cu ft 
Water—$0.05 per M gal 


amounts of the impurities are removed. The CO, and 
H,S rise to the top of the tower and are discharged after 
passing through a reflux condenser and a separator 
which remove any residual absorbent. 

The hot reactivated CO, absorbent at the base of the 
reactivating tower is continuously drawn off and forced 
through the heat exchanger by means of a second motor- 
driven pump. Then it is passed through a surface cooler 
and flowmeter, to an inlet near the top of the absorbing 
tower, where the circuit is completed. 

Heating of the absorbent in the reactivating tower 
is accomplished by thermal losses from the combustion 
chamber, which would otherwise be wasted heat. This 
feature saves about 18 cents per M cu ft in operating 


Fuel gas 

Saar (Ui 

------- Gas air mixture 

—--— Combusted gas 

—---— CQz free combusted gas 
--—-- Water 

——— COp laden absorbent : Condenser 
——-—COp» free absorbent 
——o— COs gas 
*——+Neutralene gas - 


cost because without it the boiler would consume 
about 18 kw-hr per hr in electric energy which, at 1 
cent per kw-hr, would cost 18 cents. 


BASIC UNITS FOR NEUTRALENE 


Prior to the development of the combination Neutra- 
lene gas producer which incorporates the combustion 
system and CO,-removal system in a single unit, sep- 
arate basic units were employed which produced 
essentially the same gas. These units consisted of a 
separate atmosphere-gas converter, a CQ,-removal 
equipment consisting of the absorbing and regenerative 


towers with their necessary accessories, and the . 


moisture-removal equipment. Many of these installa- 


Gas 
Cooler 


Refrigerated 
eae Gas Cooler 
(if used) 


ae COskreex, 


Gutier aeasRaet aCe outletams Gas 
Lighting 
ian Torch b 
\Air ' Activated 
A | Combustion Chamber Alumina 
i and _ Boiler Dryers 
te 
' ' 
nace aL, 
We } i Neutralene 
Eh gw ws —~ Gas Outlet 
Compressor 
Absorbing 
Neutralene Gas Producer tower Neutralene Gas Drying Units 
Fig. 51. Flow diagram of the equipment shown in Fig. 50, plus gas-drying units 
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tions were made and are still in operation. The present 
Neutralene gas producer, however, offers economic 
advantages, such as 10 to 20 percent lower initial in- 
vestment, 55 percent less floor space occupied, and a 
saving of about 18 cents per M cu ft output in operating 
“cost. | 


CATALYTICALLY REACTED FUEL GAS—THERMALENE 


Reacted fuel gas with air over catalyst, Item Fla in 
Table I—now known as Thermalene gas—is em- 
ployed for all of the applications listed for combusted 
fuel gas (purified) partially burned—Neutralene— 
Item E2a. 


AIR-GAS RATIO 


'-20 -I0 O +10 +20 +30 +40 +50 +60 +70 +80 +9Q 
DEW POINT °F GENERATOR GAS 


Fig. 52. Average air-gas ratios to produce a desired dew point of atmos- 
phere as obtained from a Thermalene gas producer when coke-oven fuel 
gas is used 


PROPERTIES 


The Thermalene gas producer has a range of operation 
which is effected by adjustment of the air-gas ratio 
similar to the atmosphere converter. At a low ratio of 
about 2.5 volumes of air to 1 of natural gas, the output 
gas contains about 19 percent carbon monoxide, 38 
percent hydrogen, 1.5 percent methane, and 41.5 per- 
cent nitrogen. It contains 0.0 percent each of carbon 
dioxide and oxygen, and the dew point is about —10 F. 


As the ratio is increased, however, the water-vapor - 


content increases, and at about 45 F dew point, there 
is some CO,. The ratio can be increased until the CO, 
becomes as high as about 1 percent. 


Because of its rather high carbon-monoxide and 
hydrogen content, the gas is quite inflammable and 
explosive and must be handled with respect, the same 
as dissociated ammonia and hydrogen. It is somewhat 
lighter than air, having a specific gravity of 0.622. It 
has a high thermal conductivity with respect to air, 
being about 3.23. This means that the thermal losses 
from a furnace in which this gas is used as a protective 
atmosphere will be higher than with lower-conductivity 
gases, as illustrated in Part III, Fic. 15, and related 
text. The thermal content is about 200 Btu. 


In Part II of this serial, in the section on decarburiz- 
ing reactions, the effect of water vapor was described 
briefly. When annealing carbon steels, the carburizing 
action or ‘“‘carbon potential’’ of the atmosphere can be 
adjusted by controlling the water-vapor content to 
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produce an atmosphere which would be neutral to the 
particular steel being treated. The control of the dew 
point is produced by simply adjusting the air-gas 
ratio. However, very close control of the ratio is neces- 
sary when operating below a +10 F dew point, since 
incomplete carbon conversion may cause a slow buildup 
of carbon in the reaction chamber. 

Fic. 52 shows average values of the air-gas ratios to 
produce a generator gas of a specified dew point when 
using coke-oven fuel gas. This curve illustrates the 
variation in dew point resulting from a comparatively 
small change in ratio. It also indicates the importance 
of a very consistent fuel gas for use with this type of 
generating equipment. Fuel gases which are produced 
by mixing several types of gases may vary too much for 
constant results. For example, changes in the amounts 
of hydrocarbon gases, such as propane and butane, may 
change the specific gravity sufficiently to give erroneous 
readings on indicating flowmeters and cause periodic 
or constant operation at improper ratios. This then 
results in fluctuating or continuously high (or low) dew 
point of the output gas even though the indicated air- 
gas input ratio is correct. 

To illustrate the effect of Thermalene atmosphere on 
four different carbon steels, results of some weight- 
change tests are listed in Fic. 53. The furnace used was 
of the open-brickwork type with exposed electric heat- 
ing units. The dew point of the atmosphere samples 
taken from inside the furnace chamber was 0 F; the 
dew point of the entering gas was about —15 F; the 
temperature of the furnace was 1500 F. Two sets of 
samples were treated: one for one hour and the other 
for two hours. Thése curves show a considerable in- 
crease in carbon for all samples but they still fall 
within the generally acceptable range for maximum 
surface hardening. For shorter heating cycles, such as 
are encountered in a continuous-type hardening furnace, 
the amount of carbon. pickup would be correspondingly 
lower and of little significance. To reduce the amount of 
carbon pickup and obtain a neutral atmosphere, the 
air-gas ratio can be increased to raise the dew point, 
which in turn decreases the carbon potential. For in- 
stance, a 0.60 carbon steel requires a furnace dew point 
of about +35 F at 1500 F. 
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Fig. 53. Results of weight-change tests, using an atmosphere of catalyti- 
cally reacted fuel gas (Thermalene) similar. to Fla listed in Table I 
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COSTS 

The cost for materials when operating a Thermalene 
gas producer under the conditions previously stated is 
about 21 cents per M cu ft output. This is based on the 
material consumption and rates specified in Table XII. 


MANUFACTURE AND DISTRIBUTION 


A flow diagram of a typical Thermalene gas producer 
is shown in Fic. 54. As indicated at the left, fuel gas 
and air are drawn through visual flowmeters into a gas- 
combustion controller consisting of a motor-driven 
compressor and a proportioning mixer which regulates 
and controls the input air-gas ratio. The air-gas-mixture 
line leaving the compressor leads to a volume-control 
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Fig. 54. Schematic diagram of Thermalene gas producer for furnace 
atmospheres 


valve, an automatic fire-check, and into a catalyst- 
filled reaction retort. The retort is mounted in a gas- 
heated chamber which provides heat for the endother- 
mic reaction within the retort. The reacted gas passes 
out of the retort through a surface cooler and water 
separator with trap, and the processed gas goes on to 
the furnace or other point of use. When operating at 
the critical ratio to produce low-dew-point gas, the 
surface cooler has no function, but it is provided for use 
in starting up the equipment and when operating on 
higher ratios which produce high-dew-point gases. 

Burners in the bottom of the reaction chamber are 
supplied from a blower with zero-governor mixer, 
which feeds the air-gas mixture for combustion around 
the retort. The products of combustion are vented from 
the top of the chamber into an external exhaust hood. 
Temperature is controlled by means of an automatic 
throttling valve in the input air line, actuated by a 
temperature-control instrument having thermocouples 
in the reaction chamber. 

When alloy retorts are employed, the reaction- 
chamber temperature is about 1900 to 2000 F. In this 
temperature range, electric heat can be employed. With 
refractory retorts, an operating temperature of about 
2200 F is used; this insures more complete reactions 
with less possibility of carbon deposit and plugging. 
Equipments of this type are generally limited to smaller 
sizes—from 250 to 2500 cfh—with multiple units being 
used for greater capacities. é 


(To be continued) 
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Tube-type resistor 
with metal casing 
removed, showing 
wire and Glasohm 
windings. 


% Clarostat originated and pio- 
neered the plug-in or tube-type 
: : resistor. Clarostat has made the 
oe major portion of such resistors 
now in use. And Clarostat is still 
the only one offering: 


Mica support for windings. Glas- 
ohms (glass-insulated flexible re- 
sistors) for main loads. Positively 
centered support. Windings can- 
not sag or short. Positively char- 
proof throughout. Adequate safety 
factor. Don’t be satisfied with 
less! Specify Clarostat Type MT 
Resistors! 


Write for Bulletin:107 
containing eigineer- 
ing data on Type MT 
Resistors. 


CLAROSTAT MFG. CO., INC. DOVER, N. H. 


ASSOCIATED ELECTRICAL 
INDUSTRIES LIMITED 


British Thomson-Houston Co. Ltd. 
Edison Swan Electric Co. Ltd. 
Ferguson, Pailin Limited 
Harcourts Limited 


Hotpoint Electric Appliance Co. Ltd. 


(Incorporating International Refrigerator Co. Ltd. 
and Premier Electric Heaters Ltd.) 


Metropolitan- Vickers 
Electrical Co. Ltd. 


Metropolitan-Vickers-G R S$ Ltd. 
a) 
Agents and Licensees of the 


GENERAL ELECTRIC Co., U.S.A. 
for the United Kingdom. 
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SEE HOW MUCH THIS .002" ELECTRICAL STEEL 


CAN IMPROVE YOUR PRODUCTS 


Is the wide swing in induction indicated below of value 
to your products when the corresponding change in 
magnetizing force is small? 

These and other characteristics of ARMco Thin-Gage 
Electrical Steels offer you many advantages in the de- 
sign and operation of various high-frequency equipment. 

For example, if excessive heating. is a limiting feature 
of your design, or it is important that the eddy ‘currents 
produce only the slightest delay in building up of the 
flux, then Armco Thin-Gage Electrical Steels can assure 
top performance for your products. 

Charts on this page show results of tests on .002” 
(.05 mm.) Armco Thin-Gage. Note that its operating 
characteristics are given for frequencies up to 100,000 
cycles a second, 

_ Magnetic properties of this thin steel are fully devel- 
oped by annealing at the mill, and the strip is supplied 
with CARLITE insulation on both sides. This insulation will 
remain effective even if you reanneal the laminations on 
your cores. | 

Whether you are now manufacturing high-frequen- 
cy devices, or your equipment is in the ‘‘idea stage,”’ 
be sure to look into the extra advantages of special 
ARMCO Thin-Gage Electrical Steels. Write for complete 
information. Armco Steel Corporation, 152 Curtis Street, 
Middletown, Ohio. Export: The Armco 
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THIN-GAGE ELECTRICAL STEEL 
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duty applications. Elkonite features hardness, conductivity, 


On the Avenue, too... 


MALLORY ELKONITE* 
CONTACTS 


Turn Night into Day 


in a Matter of Seconds ! 


S night falls, row upon row of street lamps are lighted up 

at a given instant. When this happens, thousands of 
contacts—hidden in various relay systems—receive the 
shock of a terrific current inrush. To withstand such a shock 
the contacts have to be made of a tough material—that’s 
why so many relay units use Mallory Elkonite Contacts. 


Thanks to a special Mallory process, Mallory-developed 
Elkonite has all the characteristics required for such heavy 
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resistance to wear and impact, to erosion by arcing, to 
sticking. No wonder Elkonite has proved its dependability 
in a wide variety of applications—ranging from lift trucks to 
household circuit breakers. 
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What’s Your Problem ? 


Elkonite is only one of many types of Mallory contact 
materials available to you. Mallory has produced so many | 
kinds that there rarely is a problem that cannot be solved 
by a standard Mallory Contact. But if such a problem should 
come up—Mallory engineers are equipped to develop the 
contacts you need. Consult them now. 


For all kinds of contact materials and service, you 
can’t beat Mallory as a dependable, experienced source. 


In Canada, Made and Sold by Johnson, Matthey & Mallory, Ltd. 
110 Industry St., Toronto 15, Ontario 


Electrical Contacts and Contact Assemblies 


SERVING INDUSTRY WITH 


Capacitors Rectifiers 
Contacts Switches 
Controls Vibrators 


Power Supplies 


Resistance Welding Materials 


-R. MALLORY & CO., Inc., INDIANAPOLIS 6, INDIANA [MomUaCwacael 
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: SURGE PROTECTION IN A 
MODERN WATTHOUR METER 


Today’s metering requirements lend importance 


ECENT trends in metering practice have im- 
posed additional requirements upon the design 
of watthour meters, particularly from the viewpoint of 


- surge protection. Most significant has been the change 


in the installation location with the meter ahead of the 
fuse and switch box, remote from it, and usually out-of- 
doors. This change, combined with the increasing num- 
ber of meters installed on rural distribution systems, 
has clearly indicated that surge protection is of primary 
concern in evaluating the merits of any particular 
meter design. 

Consideration of the over-all problem of surge pro- 
tection for watthour meters is particularly appropriate 
at this time. Never before has the cost of labor in 
testing and maintaining the meters on a utility system 
been so great. In addition, maintenance of the growing 
number of meters installed on rural distribution sys- 
tems, where lightning hazards are the most severe, is 
complicated by the greater distances involved. 


Reduction of maintenance was the primary objec- 
tive for the development of a new watthour meter 
(Fics. 1 and 2). To accomplish this end, detailed con- 
sideration was given to the surge protection problem 
and to the provision of adequate protective features. 
By reducing the hazards of damage from surges, longer 
service periods without attention are possible. This 
objective has been further insured by other improve- 
ments. For example, the problem of bearing wear 
inherent in previous meter designs has been solved by 
suspending the rotor by means of two small magnets, 
one fixed to the meter frame and the other to the top of 
the shaft of the rotating disk. In this manner the 
previous use of a pivot or ball on sapphire bearing, 
operating at high bearing pressures, has been elimi- 
nated. 


TYPES OF SURGE PROTECTION REQUIRED 


The modern meter, as exemplified by the design | 
described in this article, must be protected from surge- © 


current demagnetization of the permanent magnets 
and also from insulation damage caused by voltage 
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flashovers. The types of protection and the meter com- 
ponents involved are as follows: 


(A). Protection from demagnetization 
(1). Braking magnets 
(2). Suspension magnets 

(B). Protection from insulation damage 
(1). Current coil 


(2). Potential coil 
(3). Terminals and mounting 


(C). Protection from mechanical damage 


(Lh). Diskrand: shatt 


That surge currents can be great enough to de- 
magnetize the braking magnets is recognized. Damage 


Fig. 1. New detachable type of single-phase watthour meter 


of this type is of considerable concern to the operating 
company as it results in over-registration of the meter 
and, consequently, serious customer-relation problems. 
During the past fifteen years this hazard has been 
effectively reduced by using alnico permanent magnets, 
or by encasing the magnets in a conducting covering. 

The suspension of the meter disk and shaft by new 


magnetic components has been made possible by 
()‘‘A New Watt-hour Meter,’’ by I. F. Kinnard, Electrical Engineering, 
vol. 67, No. 7, July 1948, p. 627. 


“Revolutionary Advances in Watthour Meter Design,” by I. F. Kinnard, 
GENERAL ELEcTRIC REVIEw, vol. 51, June 1948, p. 11. 
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recent developments in magnetic materials. Protection 


of these magnets, as well as the braking magnets, must 


be provided. 


Damage to insulation from lightning surges is the 
same for a watthour meter as for other electrical equip- 
ment. The potential coil is made of many turns of small 
wire and is insulated from the frame or mounting of the 
meter. The most likely result of insulation puncture or 
flashover from the coil to the frame is the burnout of 
the small wire by either the surge current or the line- 
frequency ground current. This usually leaves the coil 
open-circuited, and meter failure is evidenced by loss of 
registration. Meter current coils, on the other hand, 
are relatively heavy conductors and insulation puncture 
is not likely to result in open circuits. The hazard of 
short-circuiting of a “portion of its turns is greater, 
however, and may result in under-registration of the 
meter. Terminal blocks or bases are subject to insula- 
tion flashover unless adequate insulation co-ordination 
is provided. The design considerations involved in pro- 
viding this co-ordination are presented later. 


The mechanical forces generated by severe surges can 
distort the watthour meter. disk. A strong field in the 
current coils created by short-circuit or surge current, 
acting on the aluminum disk, repels it violently, and 
may distort it sufficiently to prevent free rotation. 


Braking Magnets 


The braking magnets in the meter shown in Fic. 3 
utilize alnico 5, a high-coercive magnetic alloy having 


Fig. 2. New front-connected type of single-phase watthour meter 


properties that make it especially suited to this applica- 
tion. Two C-shaped magnets are mounted diametrically 
opposite each other on a line passing through the axis 
of disk rotation. Actually they are cast as inserts in the 
die-cast aluminum alloy frame and are completely 
surrounded by the aluminum. Resistance to demagneti- 
zation by surge currents is attained by taking full 
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Fig. 3. Diagram of new single-phase watthour meter showing location 
of braking magnets 


advantage of the high coercive force of alnico 5 and by 
the eddy-current shielding of the aluminum. 


Alnico 5 has a coercive force of over 500 oersteds as 
compared with just over 200 for cobalt steel, and less 
than 100 for chromium or tungsten steel. This high 
coercive force has permitted an improved method of 
providing the stabilizing knockdown given the magnets 
before use in meters. Previously, the method was to 
knock down the magnets a fixed percentage of their 
saturated strength. The improved procedure is to use a 
demagnetizing field of a uniform strength to give the 
magnets the stabilization desired. The strength of this 
demagnetizing field exceeds the field which would be 
produced in the meter by the highest short-circuit 
current to which the meter is expected to be subjected. 
This method gives positive assurance of the stability 
of the magnets against short-circuit currents. The new 
method eliminates a hazard inherent in the former 
method of percent knockdown by which a magnet of 
high residual but low coercive force appeared satis- 
factory, even though the magnet lacked sufficient 
coercivity, the property which gives it resistance to 
demagnetizing fields. Fic. 4 shows the means of attain- 
ing this stabilization in terms of the demagnetization 
curve for alnico 5. In particular it is to be noted how a 
magnet having satisfactory saturated strength but poor 


coercivity is readily detected and rejected when all 


magnets are subjected to a fixed value of stabilizing 
field. On the basis of saturated strength both magnets 
would appear to be equally satisfactory. The field to 
which all magnets for this meter are subjected is strong 
enough to demagnetize completely previous types of 
chrome-steel magnets. 

The second way in which resistance to demagnetiza- 
tion by lightning surge currents is attained is the eddy- 
current shielding provided by the sheath of high-con- 
ductivity aluminum enclosing the magnets. Eddy 
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currents induced in the shield are effective in sub- 
stantially reducing the magnetic field produced by 
steep-front surge currents as has been previously 
described. 


How effective this modern design is in protecting 


against decalibration by lightning-type surges is shown 
in Fic. 5, which gives the results of laboratory tests 
with surge current values up to 40,000 crest amperes 
through the neutral conductor of an installation of the 
detachable type of meter. These results show its definite 
superiority (Meter A) as compared with chrome steel 
or alnico 2 magnets used in. previous designs (Meters B 
and C), for the condition of the conductors passing 
behind the meter vertically (V) or horizontally (#). 
A test wave of relatively slow time-to-crest was used to 
insure obtaining test data as pessimistic as possible. 


Suspension Magnets 


Surge protection of the suspension magnets, which 
support the disk with negligible bearing load, is assured 
by the same features that applied to the braking mag- 
nets. The magnetic alloy used for both inner and outer 
magnets is cunico; which has a coercivity of ‘700 
oersteds. Full advantage of this property is taken by 
subjecting all magnets to a strong stabilizing field which 
is greater than the field established by the maximum 
short circuit or lightning surge current expected. The 
same principles that are shown in Fic. 4 apply. 


In addition, eddy-current shielding is obtained by 
enclosing the outer magnet in a jacket of conductive 
die-cast material, as well as by mounting it in an 
aluminum support. The location of the magnetic 
Suspension (Fic. 6) at the top of the disk shaft is 
particularly desirable because of its distance from the 
current coils, which are the source of surge or short- 
circuit fields. The concentric design of the magnets also 
contributes to the surge resistance, since the inner 
magnet is effectively shielded by the outer magnet. 


A number of meters with magnetic suspensions have 
been submitted to both 60-cycle short-circuit tests and 
to lightning-type surges. Special care was taken to 
observe any change in the vertical position of the disk 
that would indicate ‘weakened magnets. Tests were 
made with 60-cycle short-circuit currents up to 15,000 
amperes through the current coils of a 15-ampere meter 
and with lightning-surge currents up to 40,000 crest 
amperes through the vertical neutral of a detachable- 
type-meter installation. Even with the use of a micro- 
scope, any change of disk position was difficult to 
detect and in no case was greater than 0.002 in.. 


These tests also showed that no damage occurred as 
a result of mechanical forces created in the disk by the 
surge-current fields. Strength sufficient to prevent 
damage has been provided in this meter by a stiff 
aluminum disk, embossed to further increase its 
strength. This disk design has been used in previous 
meter designs and proved satisfactory. : 


(?)‘‘Braking Magnets for Watt-hour Meters,’ by J. F. Kinnard and J. H. 
Goss, A.I.E.E. Transactions, vol. 60, 1941, p. 653. 
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INSULATION CO-ORDINATION 


The degree of improvement obtainable by practical 
improvements in sparkover levels of insulation cannot 
be expected to decrease substantially the hazard of 
surge damage to the meter insulations. Lightning dis- 
charges are considered .to be the discharge of an 
electric charge between clouds and the earth. This dis- 
charge produces a current flow which will induce a 
voltage across any impedance encountered. The 
magnitude of the surge current and the steepness of its 
wave front are often such that. the voltage induced 
across the meter windings would be many times the 
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Fig. 4. B-H curves showing the stabilization of high-coercive magnetic 
alloy by the application of uniform demagnetizing field 


SURGE CURRENT TESTS — SURGE THROUGH 
THE NEUTRAL CONDUCTOR 
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Fig. 5. Curves showing results of lightning-type current surge tests on 
calibration of a detachable-type watthour meter 
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Fig. 6. Magnetic suspension of rotating element of the new single-phase 
watthour meter. The enlarged section drawing shows the arrangement of 
the magnetic elements 
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FRONT CONNECTED “A" TYPE METER 


DETACHABLE "S" TYPE METER 


Fig. 7. Diagrams showing the location of relief gaps in the new types 
of single-phase watthour meter 


value to which it is limited by sparkover of the weakest 
point of insulation. 

To reduce damage to the insulations to a minimum, 
the location of the sparkover point must be selected 
and predicted in the design, co-ordinating its impulse 
sparkover level with those of the other insulations. In 
the meter described, this has been accomplished by 
simple means. In the detachable type of meter, brass 


pins riveted to the meter base provide controlled air > 


gaps to the line leads. As shown in Fic. 7, the pins are 
riveted through the base to stainless-steel spring clips 
which contact the lip of the socket when the meter is 
installed, thus completing the grounding circuit. 
Similarly, on the bottom-connected type of meter, a 
formed clip provides the sparkover relief gap from the 
line leads to ground. | 

Fic. 8 shows the improvement in appearance and 
mechanical nicety in the electromagnet design of this 
meter. Equally real, but not visibly evident, is the 
improvement in insulation strengths obtained. The 
current coils consist of round wire preformed to the 
required shapes. They are assembled onto the current 
laminations and held in position by means of a special 
mold. Butyl rubber is then molded and cured around 
the coils to provide for insulation both between coils 
and from the coils to the iron, in addition to rigid 
mechanical positioning. This is in contrast to the usual 
practice of using taped or enameled-wire coils which 
also must be separated from each other and from the 
lamination iron, usually by some form of paper or fiber. 
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Improved insulating techniques are also evident in 
the potential coil. Molding of the coil within an en- 
closure of polyethylene provides a straightforward 
solution to the difficulties of wrapping and insulating 
encountered with previous paper-insulated designs. 
The coil is layer-wound with a thin insulating paper 
between each layer. The advantages of this construc- 
tion in providing superior turn-to-turn and layer-to- 
layer insulation has been proved by many years of 
satisfactory experience. The enclosure of this coil within 
the molded polyethylene further improves the design by 
filling voids with insulating material and reducing the 
possibility of corona as compared to previous con- 
structions. The result is an increased impulse-insulation 
level from windings to ground and also between the 
start and finish terminals of the coil. 


The requirement of long life was a major considera- 
tion in the choice of these materials for molding the 
current and potential coils. The improved sealing and 
omission of material provided by the molding processes 
materially reduces the effect of high humidity and 
insures higher insulation levels over a longer life. 


The improved insulation strengths obtained permit 
satisfactory co-ordination of the insulation and the 
relief gaps. Fic. 9 shows the insulation co-ordination by 


(Continued on next page) 


Fig. 8. Electromagnet assembly of the new_single-phase watthour meter 
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Fig. 9. Relative breakdown voltage of meter components showing co- 
ordination of insulation levels 
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SURGE PROTECTION IN WATTHOUR METER 


(Continued from preceding page) 


comparing relative impulse voltage-breakdown levels 
of the components of the meter with the relief gaps. 
The impulse level of the socket used for installing the 
detachable type of meter is also shown, since it 1s 
such an important part of the installation for this type 
of meter. Variations between individual meters ‘and for 
different test conditions are to be expected. 


SUMMARY 


The growing numbers of watthour meters being 
installed outdoors with the new installation sequence 
have clearly established the necessity for protection 
against lightning surge damage. This has been ac- 
complished to a remarkable degree in a completely new 
meter. Laboratory tests with lightning-type surges show 
the design to be definitely superior to previous designs. 

Effective use has been made of magnetic alloys in 
combination with the additional protection offered by 
the conductive sheath enclosing the braking and sus- 
pension magnets. The insulation design of the potential 
and current coils has been improved through use of 
recently developed materials and methods of construc- 
tion. Insulation levels have been co-ordinated, so that 
surge voltages will sparkover at relief gaps which have 
been incorporated to provide controlled points for 
sparkover with a minimum hazard of meter damage. 
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HIGH LIGHTS ano SIDE LIGHTS 


Electric Umpire 


An electric device which specializes in 
calling bowling fouls will soon be on the 
market. 

A light source and a photoelectric cell 
are mounted at floor level on opposite 
sides of the alley at the foul line. When- 
ever the light is interrupted by a foot 
slipping across the line, a bell or buzzer 
sounds and a light indicates the alley in 
which the foul occurred. An interesting 
feature of the detector is its ability to 


'“recognize’’ the bowling ball so that the 


foul signal is not activated as the ball 
passes the foul line. 

Besides putting an end to arguments 
among opposing bowlers about whether 
or not a foul was made, the device may 
also enable tournament spectators to spot 
rolls disqualified by fouls. 


Educational Unit Power Planis 


Engineering students at the University 
of Nebraska and the University of Mary- 
land soon will use in their studies of 
power generation and utilization educa- 
tional unit power plants, which will be 


used to demonstrate the principles of 
power generation, control, and associated 
problems. 

The apparatus consists of a complete 
small-scale power plant (except for 
boilers), and an associated load-absorbing 
plant. It provides for experiments with 
automatic extraction, operation from 
waste-heat boilers, speed regulation, con- 
densing and noncondensing operation, etc 

Electrically, students will be able to 
gain experience in such matters as parallel 
operation, synchronizing, and variable- 
power-factor loads and their effect on 
generation. 

The equipment included in each unit 
power plant consists of two 20-kw turbine- 
generator sets, piped and valved so that 
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the turbines can run in steam parallel or 
series; a two-pass surface condenser, con- 
densate pump, and motor steam-jet 
ejector and after condenser, a 50-hp 
synchronous motor direct-connected to a 
1044-in. Hydrotarder; and _ generator-, 
motor-, and turbine-control panels, Valves, 
piping, wiring, cable, and conduits, as well 
as a turbine-condenser foundation, are 
also included. 


The turbine-generator sets, with con- 
denser and all associated valves and 
piping, are shipped as a factory-as- 
sembled unit, mounted on a common 
structural base. Switchgear and control 
are modern metal-enclosed equipment 
with complete instrumentation. 


Counterstress Gives Straight 
Welds 


The use of counterstress, or prebending, 
to balance warpage caused by welding has 
eliminated the need for straightening of 
welded parts at a middlewestern manu- 
facturing company. Special fixtures have 
also been designed to make the greater 
portion of the work flat welding, careful 


A complete small-scale . power 
plant (except for boilers) and a 
load-absorbing plant aid in teach- 
ing the principles of power genera- 
tion, utilization, control, and as- 
sociated problems 


positioning minimizing the necessity for 
vertical or overhead welds. ‘These features 
have increased production by expediting 
the welded construction of the tractors, 
shovels, front-end loaders, and other road- 
building and materials-handling equip- 
ment produced by the concern. 

Welding plays a part so important in 
the manufacture of this apparatus that 
almost every component of the machines 
passes through the welding booth at some 
time before it reaches the assembly stage. 
The welded construction must be ex- 
ceptionally strong because it must with- 
stand heavy-duty work and severe hand- 
ling in everyday use: loading, hauling, 
road building, earth moving, and ma- 
terials handling. 
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The smallest of the wide variety of parts 
welded is a 3%-in. nut which fastens to an 
accelerator bracket; the largest is the main 
frame of a giant tractor-loader requiring 
more than 60 lb of electrode in its con- 
struction. 


Methuselah among Lamps 


Two tiny neonglow lamps, believed to be the world’s 
tongest-burning. Requiring only 1/25 watt of elec- 
tricity apiece, they are used in electrical equipment 
to indicate that current is on or off. One of these 
glow lamps will produce a small amount of light for 
more than 25,000 hours, or neariy three years. 
The average useful life rating of neon glow lamps, 
all listed for many years as 3000 hours, has now 
been increased to from 5000 to 25,000 hours 


Cold Box for Testing 


Engineers in storm suits check a gun turret 
undergoing test at —65F in the cold box. This is 
part of new test facilities recently set up for Air 
Force turrets, where tests for shock and torque 
are given in conditions simulating those of 
actual flight 
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NEW PRODUCTS 


Die Head 


Battery Charger 


Battery Charger 


The sequence charge control is a new 
device which can be attached to rectifier- 
type truck-battery chargers to double their 
working capacity. The device makes it 
possible to charge two fully discharged 
batteries in 13 hr from a single rectifier. 
It utilizes the same automatic two-rate 
method of charging as that used in standard 
G-E rectifier chargers. : 

A high starting rate is applied first to one 
battery to bring it to within 80 to 90 percent 
of full charge, and then to the second bat- 
tery. Both batteries then are automatically 
given the finishing charge simultaneously. 
A switch restores the basic characteristics 
of the original charger so that a single bat- 
tery can be charged in eight hours. The se- 
quence charge control can be attached to 
the battery charger unit by a competent 
electrician in about two hours.—General 
Electric Company, Lighting and Rectifier 
Divisions, Schenectady 5, New York. 


Box Connectors 


No. B267 box connectors for armored 
cable and the No. R267 for loomwire or 
nonmetallic-sheathed cable provide a 
simple, fast, positive, and economical 
method for connecting metallic- or non- 
metallic-sheathed cable to device or outlet 
boxes. One feature of their design is the 
provision for simultaneous clamping of 
connector onto cable and into box by 
merely tightening two screws. Installation 
is accomplished by hooking bottom tab 
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into knockout, swinging connector to engage 
rocking clamp, and then tightening. These 
connectors require no locknuts and ac- 
commodate a broad range of cable sizes. 
They are sturdily built of heavy-gage 
steel to withstand abuse, are heavily 
cadmium plated to resist corrosion, and are 
designed to withstand severe vibration 
without loosening. Smooth well-rounded 
wire entryways furnish maximum protec- 
tion against cable abrasion.. Large openings 
provide for quick, easy, visual inspection.— 
Buchanan Electrical Products Corp., 1290 
Central Ave., Hillside, N. J. 


Die Head 


A new quick-opening die head for thread- 
ing pipes, bolts, and solid rounds substan- 
tially reduces over-all time. This die head 
has monotype high-speed steel chasers for 
long-life cutting service, and it can be used 
on any pipe-threading machine having ca- 
pacity to 2-in. pipe diameter. 

Suitable adaptors are furnished with die 
heads so that they may be mounted either 
vertically or horizontally on the machine 
carriage. Die heads designed for vertical 
mounting are interchangeable, and likewise 
those for horizontal mounting. When in 
place, the die head is quickly opened by 
means of a hand-operated toggle clamp, 
permitting rapid removal of stock after 
threading. Closing the clamp brings the 
chasers to accurate and positive cutting 
position. A separate set of chasers is re- 
quired for each thread pitch and each di- 
ameter pipe. Die head adjusting screws 
permit chaser setting to cut over or under- 
sized threads.— Peerless Machine Co., 1600 
Junction Ave., Racine, W1s. 


Bench Press 


A low-cost foot-operated bench press 
complete with cutting head. This press does 
a clean cutting job on wire, rod, or sheet 
metal and it is so designed that the cutting 
head can be easily removed and any one 
of seven other special heads quickly in- 
serted. Other available heads perform such 
operations as indenting, making knock-outs, 
nibbling, ‘‘U-ing,’’ notching, and installing 
solderless terminals. Blank heads are also 
available.—Azrcraft-Marine Products, Inc., 
1540 North 4th St., Harrisburg, Pa. 


Melting Furnace 


A new metal remelter for babbitt, solder, 
lead, or wax, and insulating compounds. 
Square in design, requiring less floor space 
than the conventional round-type furnace, 
it comes in two standard sizes: No. 2000 
with a one-ton capacity metal pot and No. 
650 with a 650-lb capacity. Both machines 
are compact units equipped with hinged 
cover, ventilating pipe connection, bottom 
draw-off valve with swing spout, and heating 
arrangement. They can be equipped for 
heating by electricity, oil, or any type of 
gas, as desired. Although regularly fur- 
nished for temperatures up to 850, these 
furnaces can be designed to give any neces- 
sary temperature range to meet special 
requirements. The furnace can be furnished 
with larger capacity pots in sizes up to five 
tons.—Nolan Corp., 18838 East Dominick 
Si Rome) NY: : 
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@ AND WHAT THEIR MAKERS 
e HAVE TO SAY ABOUT THEM 


Insulated Wire 


The new Turbotherm REL-16A insulated 
wire, primarily of hookup and lead char- 
acter, carries 105 C rating, continuous 
operation for 300 and 600 volts. It com- 
prises a vinyl dielectric with a closely 
braided lacquered-glass jacket, providing a 
general-purpose wire, having good elec- 
trical, thermal, and physical characteris- 
tics. Its operating range of —10 C to 105 C 
permits the user to have one wire for all 
hookup and lead applications with resultant 
economies in engineering, production, and 
purchasing.—Wiulliam Brand & Co., 276 
Fourth Ave., New York 10; N. Y. 


Lamp Ballast 


A new ballast for the operation of two 
75-watt 96-in. Slimline lamps. Protection 
is provided against fluctuating line voltages 
by means of the constant-voltage principle. 

This ballast unit has the following ad- 
vantages: small compact size; light weight; 
low wattage loss; and constant wattage. 
The pressed-in core-type construction and 
special care in the impregnation process 
reduces noise level while the low wattage 
loss insures cool operation.—Sola Electric 
Company, 4683 West 16th Street, Chicago, Il. 


Lamp Ballast 


Bench Press 


Melting Furnace 
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It’s as simple as A, B, C. 


Where there are no profits, there can be no business. The man who risks his 
capital in a private enterprise does so for one reason — profits. 


The agitator who blasts away at profits is aiming 
at one target — free enterprise. | 


Figure it out for yourself. 


When your employer’s business shows a profit, he 
can buy more factory equipment. 


He can hire more workers to man more machines. 

He stays in business, and men stay on their jobs. 

But what would happen if there were no profits for anybody? 
Sure you know. But let’s set it all down. 

Businesses would fail. 

Factories would close down. 

Men would lose their jobs. 

Depression would set in. 

Breadlines would form. 

Hunger would feed anger in the hearts of men. 


It is then that the agitator would really | 
get his licks in — inciting riots, campaigning 
for chaos. 


His hope is to destroy all the free 
democratic ways and benefits of 
our American profit system. 


Our hope, yours and mine, is free 
enterprise ... and profits. We 

have but one choice — you and | — to. 
fight for the preservation of 

the profit system — or to 

fight each other for food. 


It’s as simple as that — 
as simple as A, B, C. 


Sherron 
Electronics 


SHERRON ELECTRONICS CO. 


Division of Sherron Metallic Corporation 


BROOKLYN 6.2 ONY, 


oe 
Iz 


1201 FLUSHING AVENUE e 


MANUFACTURERS OF ELECTRONIC DEVICES AND SHEET METAL FABRICATION 
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Tempilstiks 


A simple 
method of 
determining 
safe operating 
temperatures 
for: 

e BUS BARS 
© POWER TUBES 


© TRANSFORMERS 
and other electrical 


equipment. 
also in: Also 
e MOLDING available 
© CASTING in pellet 
¢ FORGING ss". 
¢ DRAWING liquid 
e HEAT TREATING 07m 
© WELDING 
@ 


FLAME-CUTTING, etc. 


It's this simple: Select the 
Tempilstik®. for the working 
temperature you want. Mark 
your workpiece with it. When 


eke gives up 
the Tempilstik’ mark melts, to 2000 
the specified temperature has readings 


been reached, 


Available in these temperatures (°F) 


125 275 500 1100 
138 288 550 1150 
150 300 600 1200 
163 313 650 1250 
175 325 700 1300 
188 338 750 1350 
200 350 800 1400 
213 363 850 1450 
225 375 900 1500 
238 388 950 1550 
250 400 1000 1600 
263 450 1050 


— While we cannot supply. 


FRE free Tempilstiks®; we will 


be glad to send you sample Pellets or 
sample Tempilaq® (liquid form) for trial 
under your actual working conditions. 
Be sure to state the temperature of 
interest to you. 


Lh [e) 
Tempil® corp. 
134 WEST 22nd STREET 

New York 11, N. Y. 
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TRADE LITERATURE 


CAPACITORS—An engineering data folder 
that condenses all pertinent information on 
FP and WP capacitors providing easy refer- 
ence for design engineers. Data on several 
new types of high-voltage capacitors are in- 
cluded. Four pages.—P. R. Mallory & Co., 
Inc., 3029 E. Washington St., Indianapolis 6, 
Ind. 


ContTROL DEvicEs—Descriptive and up-to- 
date technical data given on a complete 
line of resistors, rheostats, relays, contactors, 
motor starters, controllers, and accessories. 
Each section can be located quickly by 
means of a visual index. Requests for 
copies must be made on a company letter- 
head. Two hundred pages. Titled ‘Electric 
Control Devices.”—Ward Leonard Co., 
Mt. Vernon, N. Y. 


Dust Controt—The operating principle, 
various arrangements and capacities, per- 
formance characteristics, and engineering 
data of the Roto-Clone, Type N, hydro- 
static precipator for control of dust gener- 
ated in manufacturing and process opera- 
tions are described, and in many instances 
supplemented by illustrations, dimensional 
diagrams and charts. Twenty pages.— 
Bulletin No. 277A.—American Aztr Filter 
Co., Inc., Louisville, Kentucky. 


FLUORESCENT Lamp Ba.tiasts—Installa- 
tion, operation, and testing of ballasts for 
fluorescent lamps are among the topics pre- 
sented to aid electrical contractors, elec- 
tricians, maintenance men, and fixture 
manufacturers. GET-922-B. Twenty pages. 
—General Electric Co., Specialty Trans- 
former and Ballast Divs., Fort Wayne, Ind. 


GacrEs—Use of the diaphragm-operated 
multi-pointer gages for measuring pressure, 
draft, or differential is explained and illus- 
trated. Four styles of casings, all of which 
are available in sizes to accommodate 
from one to twelve units, are described. 
Eight pages. Bulletin .No. 163-B—Bazley 
Meter Co., 1050 Ivanhoe Road, Cleveland 10, 
Ohto. 


LINEAR-MOTION BEARINGS—The principle 
of Ball Bushing operation; the 22 design 
advantages of this type of bearing; and 
technical information on seals, lubrication, 
and installation data are given. Mounting 
arrangements are suggested, and examples 
for calculating load capacity and life ex- 
pectancy are included. Twelve pages.— 
Thomson Industries, Inc., Manhasset, N. Y. 


MANOMETER—A presentation of the per- 
formance, operation, mechanism and re- 
cent improvements in the Type FA-145 
precision dial manometer. Specifications 
and ranges are given. Four pages. Publica- 
tion No. TP-30-A.—Wallace & Tierman 
Products, Inc., Belleville 9, N. J. 


PLAstics TESTING MACHINES—A presenta- 
tion of a complete line of equipment for the 
testing of plastics, including the Plastivers- 
sal; Lo-Cap Universal; electronic recorders; 
and flaw, torsion, stiffness, heat-distortion, 
creep, and brittleness testers. Illustrations 
and explanatory charts supplement the text. 
Bulletin No. 36. Thirty-six pages.—Tinius 
Olsen Testing Machine Co., 1086 Easton Rd., 
Willow Grove, Pa. 
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PUNCHING AND NotTcHING—A functionally 
colored catalog illustrating and describing 
the Type CJ hole-punching units and Type 
HJ notching unit which may be used in 
combination for punching and notching in 
the same operation. Sixteen pages.— Wales- 
Strippit Corp., 845 Payne Ave., North 
Tonawanda, N. Y. 


RADIOACTIVITY INSTRUMENTATION— Not 


only is the wide range of instruments and 
accessories described but information con- 
cerning applications, manufacturing meth- 
ods, and other pertinent data are also in- 
cluded. Thirty-six pages... Catalog J.— 
Nuclear Instrument and Chemical Corp., 228 
West Erie St., Chicago 10, Ill. 


SELENIUM RECTIFIERS—The limitations 
as well as the capabilities of selenium rec- 
tifiers are brought out in this booklet de- 
signed to aid rectifier users to select, buy, 
and use them properly. Cell sizes, rating, and 
grading; construction; coatings and cir- 
cuits; efficiency; and operation are some of 
the topics covered. Bulletin RDP-112. 
Sixteen pages.— Fansteel Metallurgical Corp., 
Rectifier Div., North Chicago, Ill. 


STEEL—A manual presenting the various 
aspects of light-gage steel design for use 
by architects, designers, and structural 
engineers. Design charts and tables of 
structural properties are included. Price 
$1. Seventy-eight pages. Titled ‘‘Light 
Gage Steel Design Manual..’—American 
Iron and Steel Institute, 350 Fifth Ave., New 
Vorki ls Nu Y: 


SwitcHEes—General information is em- 
bodied on the characteristics of standard 
and special switches used in broadcast and 
communications, industrial fields, and in 
laboratory tests. Four pages. Titled “Switches 
by Daven.’’—Daven Co., Newark, N. J. 


TrucKsS AND TRactors—Twenty different 
models of electric industrial trucks and 
tractors are illustrated. A questionnaire is 
included for determining the correct type 
and model of truck to use under various 
operating conditions. Four pages.—Cres- 
cent Truck Co., Lebanon, Pa. 


TUBINGS AND SLEEVINGS—Technical data 
on three different types of Dieflex varnished 
tubings and saturated sleevings are pre- 
sented. Minimum, maximum, and nominal 
inside diameters; grades and colors; and 
telescoping data have been compiled in 
easy-to-read tabular form. Four pages.— 
Insulation Manufacturers Corp., 565 W. 
Washington Blod., Chicago 6, Ill. > 


TURN-RATIO INSTRUMENT—A_ description 
of the principle, construction, and method 
of operation of a new portable direct-read- 
ing instrument for measuring turn ratio in 
power and distribution transformers. Byl- 
letin 55. Eight pages.—James G. Biddle Co., 
1816 Arch St., Philadelphia 7, Pa. 


‘WELDING—A catalog describing the Cad- 


weld process for electrical connections, a 
method of welding copper to either steel or 
copper, in which no outside source of heat 
is required. The types of welders are shown 
together with equipment requirements for 
various connections. Eight pages.—FElectric 
Railway Improvement Co., 2070 E. 61st 
Place, Cleveland 3, Ohio. 
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OPERATING 
RANGE —10 
TO 105°C 


DETERIORATING 
VINYL DIELECTRIC 


TURBO REL-16A Insulated Wire is the biggest news 
in hook-up wire to be announced in recent years. 
Its unusual characteristics make it possible for the 
first time, to stock one single type of wire for all 
requirements—point-to-point wiring, cabling, equip- 
ment and component leads. 


REL-16A is a free stripping insulated wire composed 
of a tinned copper conductor, covered with a layer 
of non-deteriorating vinyl plastic, overlaid with a 
close-woven lacquered glass jacket. The combination 


CONTINUOUS 
OPERATION 


of free stripping and the tinned conductor enormous- 


ly speed production. The vinyl dielectric gives per- 


manent electrical protection, and the lacquered glass 
woven outer layer insures the utmost mechanical 
protection. 


The over-all qualities of REL-16A are so thoroughly 
outstanding that this is the first thermoplastic wire to 
earn Underwriters’ recognition for 105°C continuous 
operation. Check the advantages; write for free sample 
today. 
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HANDBOOK OF INDUSTRIAL ELECTRONIC 
CIRCUITS 


John Markus and Vin Zeluff—McGraw- 
Hill Book Co., Inc., New York. 1948. xvi + 
272 pp. $6.50. 


Here is a compilation by two associate 
editors of the magazine Electronics of a 
large number of electronic-circuit descrip- 
tions which have appeared in the technical 
press over the past decade or so.. Although a 
number of magazines are represented, the 
majority of the articles come, naturally, 
from the compilers’ publication. 


The circuits are grouped logically under 
such general headings as audio frequency, 
capacitance control, cathode-ray circuits, 
etc. The word “‘industrial”’ is used in a broad 
sense. Considerable space is given to com- 
munication subjects such as audio-frequency 
circuits, limiters, and oscillators. Perhaps 
the most important criticism of the book is 
the small amount of material presented on 
such important industrial subjects as motor 
control, welding control, instrumentation, 
and power rectifiers. : 

The circuits selected are those designed 
for a specific application. Circuit constants 
have been given in most cases. Hence this 
book should be especially useful to the elec- 
tronic handy man or laboratory worker who 
wishes to put together a circuit to do a 
given job. To use an architectural analogy, 
it might be considered a compilation of 
electronic ‘‘house plans’’ rather than a text 
on electronic “architecture” or “how to 
build a house.” 

The circuits are well drawn, the descrip- 
tions are good, and the reference source is 
given for each circuit. 

W. D. COCKRELL 


CYBERNETICS, OR CONTROL AND COMMUNI- 
CATION IN THE ANIMAL AND THE MACHINE 


Norbert Wiener—The Technology Press, 
John Wiley & Sons, Inc., New York. 1948. 
194 pp. $3.00. 


Whenever researchers in the physical 
sciences stumble upon a new tool with which 
to explore the inorganic world, they hope- 
fully rush to apply the same method of 
reasoning to lift the veil from some of the 
mysteries of the organic world. Simultan- 
eously with the growth of the science of 
energetics and the steam engine a theory of 
the animal body developed, viewing its 
various organs as examples of power ma- 
chinery transforming one form of energy 
into another. The discovery of the vacuum 
tube that performs desired operations at low 
energy levels introduced the science of com- 
munication, in which attention is directed 
not toward the transformation of energy but 
toward the transfer of information. The 
present book emphasizes the identity of the 


process of transmission of messages by | 


means of servomechanisms or by the 
nervous system. Hunting and muscular 
tremor, electrical and anatomical shock 
treatments, the sudden breakdown of an 
overloaded telephone system and of a 
worried mentality are all recognized here as 
manifestations of the same pathological 
processes. 

In the present interlude, while Mars is 
taking an afternoon nap after a rather heavy 
lunch, it is inspiring to watch how the re- 
sources of statistical mechanics and group 
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theory, feedback circuits and vacuum tubes, 
the philosophy of Gestalt and Universals 
are all being put to use in a concerted effort 
to construct an artificial leg for the lame or 
to substitute another sense for a lost sense. 
In effect these pages represent a statement 
of the present-day status of the age-long 
efforts of men of good will to correct the 
malfunctioning of Nature and enable the 
deaf to hear, the mute to talk, and the blind 
to see. 


Every reader will find numerous passages, 
and even chapters, that will appeal to his 
particular type of interest, and also many 
paragraphs that will arouse his disapproval. 
Nevertheless, he will consider the time spent 
in perusing this highly stimulating and 
provocative book very much worthwhile. 

GABRIEL KRON 


NUCLEAR RADIATION PHySICcs 

R. E. Lapp and H. L. Andrews—Prentice- 
Hall, Inc., New York. 1948. xiv + 487 pp. 
$6.00. 

The enormous developments in applied 
nuclear. physics in the past ten years 
have necessitated training programs for 
many groups of people who have had only an 
elementary background in this field. Metal- 
lurgists and biologists who use radio- 
active tracers, engineers who design nuclear 
power reactors, and the military who handle 
atomic weapons and worry about situations 
arising in atomic warfare, all need to know 
the fundamentals of nuclear physics. 

In the past, there has been no book that 
one could recommend to an audience of 
doctors, officers, or engineers with the 
exception of Pollard and Davidson’s 
Applied Nuclear Physics. However, that 
book stops just where the story becomes ex- 
citing, with a statement implying that the 
physicists of 1941 were losing interest in 
transuranic elements. 

Messieurs Lapp and Andrews have filled 
this gap in the literature by writing this 
excellent book. The five introductory 
chapters present a resumé of elementary 
topics as a basis for what follows. Three chap- 
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ters on nuclear structure and radiations 
are followed by three chapters dealing with 
radiation detectors and measuring tech- 
niques. The next four chapters treat 
nuclear reactions. The latest developments 
in accelerators (synchro-cyclotron, synchro- 
tron) are included and the physics of the 
neutron and of the fission process are 
thoroughly treated. 


Chapter 16 is unique in being the first 
presentation of various types of reactors, 
including power piles and breeders, to 
appear in a book of this level. The final 
chapter deals with tracer techniques and 
health physics, a field that assumes greater 
proportions every day as more people work 
near radiation emitters. Useful data in 
graphs and tables are exhibited throughout 
the text and in seven appendices. 


~The large number of problems and of care- 
fully selected references at the end of each 
chapter add-to the value of the book. 


A number of minor errors should be 
eliminated in the next printing, which may 
be expected soon, as the book undoubtedly 
will be in great demand. Typical cases 
the direction of propogation in Fig. 2-1, 
the direction of the arrows in Fig. 15-14, 
and the calculation of the heat of fission on 
page 350, maneuvered so as to hit Hender- 
son’s value, which is obviously too low. 

GERHARD DESSAUER 


INSTALLATION AND SERVICING OF Low- 
POWER PUBLIC-ADDRESS SYSTEMS 

John F. Rider—John F. Rider Publisher, 

Inc., New York. 1948. iv + 204 pp. $1.89. 


To those interested in the installation and 
servicing of public-address systems, this 
latest book by John F. Rider should be a 
valuable asset. It covers, quite thoroughly, 
all the aspects of the p-a field, from the 
physical fundamentals involved to the test- 
ing of the final installation. Although the 
title indicates that the book deals primarily 
with low-power systems, much of the ma- 
terial presented applies equally well to 
systems of higher power. 

Beginning with the fundamentals of sound, 
including human hearing characteristics, 
and a short bibliography of books on sound 
and acoustics, the book goes on to describe 
many types of microphones and phono- 
graph pickups. The important subject of 
impedance matching is covered, as well as 
amplifier specifications, then loudspeakers, 
their characteristics and methods of in- 
stallation. 

Typical installation data are presented 
for p-a systems in all types of applications, 
from small offices or classrooms to armories 
and athletic fields. The chapter dealing with 
servicing of sound systems emphasizes the 
use of the oscilloscope in such work. 

C. L. HACKLEY 


TECHNIQUE OF ORGANIC CHEMISTRY, VOL. II 
Arnold Weissberger, Editor—Interscience 
Publishers, Inc., New York. 1948. ix + 219 
pp. $5.00. 

This, the second in a projected series of 
six volumes, covers three ways of accom- 
plishing chemical reactions and thus differs 
considerably in subject matter from its 
predecessor, which dealt with physical 
methods and was issued in two parts. But 
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it retains the character of a laboratory 
manual in that it describes equipment 
and technique, and lists references that 
can be consulted when exhaustive informa- 
tion is needed. 


Catalytic Reactions: V. I. Komarewsky and 
@: Hie Raész, : 


The chemist who wishes to carry out 
catalytic reactions on a scale not exceeding 
that of the semipilot plant will find this 
an extremely well-written manual. Batch 
and continuous processes at various levels 
of pressure and temperature are dealt 
with in detail, much of the dissertation 
being applicable also outside the field of 
catalytic reactions. The emphasis through- 
out is on things that work. Each piece of 
apparatus has been tried, and experimental 
data are cited to show what each will do. 
The illustrations are excellent; for example, 
many pieces of high-pressure equipment 
could be constructed directly from the 
drawings given. 


Photochemical Reactions: W. Albert Noyes, 
Jr., and Virgil Boekelheide 


Electrolytic Reactions: Sherlock Swann, Jr. 


These two fields are alike in that they 
have so far found much more limited 
application than have catalytic reactions. 
The two chapters describing them, though 
both well done, consequently tend to be 
collections of isolated experiments. For 
example, the halogenation and polymeriza- 
tion of olefins, the carboxylation of hydro- 
carbons, chlorosulfonations, and addition 
at a double bond are the principal photo- 
chemical processes, while the principal 
electrolytic reactions are the cathodic 
reduction of several compounds and the 
coupling of radicals formed in the anodic 
oxidation of the salts of carboxylic acids. 


Few readers, and no librarians, will be 
glad to see the designation Volume II on 
both the book under review and the second 
part of its predecessor. 

NORMAN KIRK 
JRe BELIOTY 


PHOTOELECTRIC CELLS IN INDUSTRY 


R. C. Walker—Pitman Publishing Corp., 
New York. 1948. 520 pp. $8.50. | 


This book covers the complete range of 
photoelectric-cell uses in measuring instru- 
ments, industrial control, sound reproduc- 
tion, facsimile, and television. Starting 
with sections on photoelectric-cell theory, 
manufacture, characteristics, limitations, 
and optical systems, the greater part of the 
book describes the various applications. 


The text is very readable and is recom- 
mended to laboratory, engineering, and 
service personnel. The extremely large 
number of applications is quite inspira- 
tional in the variety of ideas presented. 
There is a large and excellent list of refer- 
ences covering both U.S. and foreign publi- 
cations. Many references and some state- 
ments are a bit out of date. None of the 
photoelectric developments of the recent 
war are mentioned. However, these factors 
detract but little from a fine book. 


The notable feature of the book is its 
well-balanced coverage of a very broad 
field, wherein each application is described 
briefly but adequately with words, circuit 
diagrams, and optical and mechanical 
sketches. For applications such. as sound 
reproduction, facsimile, and_ television, 
other books on the specific subjects give 
much more information. However, for 
general coverage as well as for specific 
information on photoelectric instruments 
and industrial control, this volume is 


excellent. 
Lb. U.7C2KELLInG 
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Don’t buy any oscillograph 


unless it offers... 


recordings from DC to 100 CPS 


Either AC or DC signals can be measured. 


Whenever desired, recordings may be 


stopped for notations on 


chart-paper. 


recordings of voltages, 


pressures, strains, 


vibrations and countless other 


phenomena. 


ink on paper recordings 
by Brush Oscillographs make their 


use almost unlimited. 


eee 


Brush measuring de- 
vices before you buy... 
: they offer more for your 
money. Why not have THE 
a Brush field engineer 


Duby 


DEVELOPMENT COMPANY 


3405 Perkins Ave. © Cleveland 14, Ohio, U.S.A. 
MAGNETIC RECORDING DIV. » ACOUSTIC PROD. DIVISION 
INDUSTRIAL INSTRUMENTS DIVISION » CRYSTAL DIVISION 


Canadian Representatives : 
A. C. Wickman (Canada) Limited, P. 0. Box $, Station N, Toronto 14 


call? At no obligation, 
of course. Just call-or 
write—today— you'll 


find it worth a few 


seconds’ time! 
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take your choice... 
FIXED 


PAPER-DIELECTRIC 
CAPACITORS 


Readily available for DC electronic applications, these capacti- 
tors ate manufactured in accordance with joint Army-Navy 
specifications JAN-C-25. Case styles include types CP 53, GP 
54, CP 55, CP 61, CP 63, CP 65, CP 67, CP 69 and CP 70. 
Capacitance ratings are from .01 Muf to 15 Muf, and voltage 
ratings are listed from 100 to 12,500 volts. 

These capacitors are constructed with thin Kraft paper, oil 
or Pyranol* impregnated, which provides stable characteristics 
and high dielectric strength. Plates are aluminum foil, manu- 
factured according to detailed specifications. Special bushing 
construction provides for short internal leads, preventing pos- 
sible grounds and short circuits. The cases have a permanent 
hermetic seal to provide longer life. A variety of mounting 
arrangements are available for various installation requirements. 
Write for detailed description and operating data: Bulletin 
GEA-4357A. | 


*Pyranol is General Electric’s non-inflammable liquid dielectric for capacitors. 


Less than one inch long, and only 
one inch square, this postage-stamp- 
size selenium rectifier offers tadio build- 
ers substantial savings in production 
costs. Only two soldering operations 
and a minimum of hardware are neces- 
sary for installation in places where a 
rectifier tube and socket won't fit. 
They’re built to safely withstand the 
inverse peak voltages obtained when 
rectifying (half-wave) 110-125 volts, 
rms, and feeding a capacitor as required 
in various radio circuits. Tests prove 
that selenium rectifiers will outlast the 
conventional type of rectifier tubes, at 
the same time costing less. Send for 
bulletin GEA-5238. 
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This 500-va voltage stabilizer is suit- 
able for a wide variety of electronic 
applications where constant voltage is 
demanded. Voltage variations from 95 
to 130 volts are absorbed almost in- 
stantaneously and output voltage main- 
tained at 115 volts (plus or minus 1 
percent). There are no moving parts, 
no adjustments to make. This unit will 
operate continuously at no load or short 
circuit without damage to itself. It will 
limit the short circuit current to approx- 
imately twice stabilizer’s normal full 
load current rating. Other sizes avail- 
able range from 15 to 5000 va. For 
details, check bulletin GEA-3634B. 


Suitable for installation in radio trans- 
mitters, these G-E time meters provide 
accurate record of tube operating time. 
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/ COMPANY 
/ ADDRESS 


They record in hours, tenths of hours, 
or minutes. Ratings range from 11 to 
460 volts. Installation on a panel or 
switchboard is simplified by quick- 
wiring leads. Timer harmonizes with 
other panel instruments in appearance 
and size. Dependability is assured by 
Telechron* motor drive. Also available 
for portable use or conduit and junction 
box mounting. Check bulletin GEC-472. 


General Electric’s television cord set 
comes in 6-foot lengths, made of 2/18 
Pot-64 brown Flamenol* rip-cord. Set 
has brown plastic plug and new brown 
Flamenol connector molded on opposite 
end. Rip-cord has smooth finish, resists 


oil, water, acids, alkalies, or sunlight 


deterioration. Rating is 7 amps., no. 18 
wire. Set is designed for assembly on 


*Trademark Reg. U. S. Pat. Off. 


television receiver rear panel, auto- 
matically disconnects when panel is 
removed. Write for further information. 


G.E.’s multi-contact relays are in- 
expensive units built specifically for 
appliances and vending machines. Con- 


struction features assure quiet, reliable 


operation, and compactness makes them 
adaptable to a variety of devices such 
as coin changers, phonographs, and 
television receivers. Single-circuit con- 
tacts or combinations of contacts for 
multi-circuit application are attached 
to the same sturdy frame and coil 
assembly, affording a multiplicity of 
relay forms. Ratings are 5 amperes at 
115 volts or 24 volts, a-c ot dec. Get 
details from Bulletin GEC-306; 


| i a ny oN a en ne en ee, Se ey / 


J General Electric Company, Section J667-1 4 
/ Apparatus Department, Schenectady, N. Y. f 


Please send me the following bulletins: 
[CIGEA -3634B Voltage Stabilizers 


I GGEA-4357A_D-C Capacitors 
| CLIGEA-5238 Selenium Rectifiers 
CLIGEC-306 Multi-contact Relays 
[1GEC-472 Tube Timers 
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LIBRARY NOTES 


ON ARTICLES IN OTHER TECHNICAL JOURNALS 


AVIATION 


Arctic AERIAL NAVIGATION, by JeeM 
Christensen. Mech. Engng., Jan. 1949; v. 71, 
pp: 11-16, 22. 


A method for the analysis of complex 


activities and its application to the job . 


of the arctic aerial navigator. 


PsyCHOLOGICAL ASPECTS OF STICK AND 
RUDDER CONTROLS IN AIRCRAFT, by Jesse 
Orlansky. Aero. Engng. Rev., Jan. 1949; v. 8, 
pp. 22-81. 
How airplane control systems may be 
designed to provide the pilot with optimal 
sensory information by means of pressure 


cues obtained from operating the stick 


and rudder. 


BEARINGS 


CoLLisions THRouGcH Liguip LAYERs, by 
D. Tabor. Engng., Feb. 18, 1949; v. 167, 
pp. 145-147. 


A theoretical study of certain phenomena 
in metal-to-metal contacts as they occur 
in lubricated bearings. 


BRAZING AND HEAT-TREATING 


CURRENT TRENDS IN GOOD BRAZING PRAC- 
TICE, by Ralph Melaney and others. Steel, 
Jan. 10, 1949; v. 124, pp. 56-59, 90-91. 


Joining similar and dissimilar metals with 
copper, copper alloys, and silver alloys; 
includes methods of application, prepara- 
tion of joint, heating, flux removal and 
cleaning. 


Wuico ATMOSPHERE FOR HEAT-TREATING 
AND BRAZING? by C. E. Peck. Am. Mach., 
Jan. 13,1949; v.93; pp: 90-94. 
The author considers the compositions 
and characteristics of eight different con- 
trolled atmospheres. 


ELECTRIC LOCOMOTIVES 
Wuat Type MorivE Power? by H. E. 
Dralle. ‘Ry. Age, Jan. 1, 1949; v. 126, pp. 
4-8. 
Surveys the prospects of electric, diesel- 
electric, and gas-turbine locomotives. 


FILMS 


OPTICAL DETER AON oF THIN FILMS 
ON REFLECTING BASES IN TRANSPARENT 
ENVIRONMENTS, by A. B. Kinterbottom. 
Optical Soc. of Am. Jour., Dec. 1948; v. 38, 
pp. 1074-1082. 


The classical theory of metal and film 
optics is recapitulated and its implica- 
tions in connection with various optical 
methods of studying films and surfaces 
are indicated. 


OPTICAL PROPERTIES OF SURFACE FILMs: II, 
Alexandre Rothen and Marjorie Hanson. 
Rev. of Sct. Insir., Jan. 1949; v. 20, pp. 66-— 
72. 


Measurements of ellipticity of light re- 
flected from a film-coated metal surface 
have been made for films varying in 
thickness from 25 to 40,000A. 


GAS AND OIL ENGINES—DIESEL 


FRENCH DEVELOP FREE-PISTON ENGINES, 
by G. Eichelberg. Power, Jan. 1949; v. 98, 
pp. 79-81, 156, 158. 


The free-piston power plant considered 
as a highly supercharged two-cycle diesel 
engine with expansion extended to atmos- 
pheric pressure in a turbine. Report on 
results attained by Pescara and others. 
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INSULATORS 


BUSHINGS FOR Hi1GH ALTITUDE, by F. J. 
Vogel and H. A. Hart. Elec. Mfg., Jan. 1949; 
V.'45" pp. ElaItS. 
By designing high-voltage terminals and 
bushings for equal corona and _ break- 
down, performance at low pressure can 
be predicted. 


MACHINERY 


PROTECTING MACHINE PARTS WITH DUST- . 


EXCLUDER Boots, by Watson G. Harding. 
Prod. Engng., Jan. 1949; v. 20, pp. 106-110. 


New reinforced synthetic-rubber boots, 
available in a wide variety of styles, 
which answer many design problems in- 
volving moving machine parts. 


SELECTING A MATERIAL TO Do a Jos, by 

D.R. Meier and J. H. Crankshaw. Foundry, 

Jan. 1949; v. 77, pp. 87; 214, 216-218. 
Requirements which must be met in the 
design of any product, as covered in a 
paper presented before the Malleable 
Founders’ Society. 


METAL COATING 


METAL SPRAYING SPEEDS Many MaAIn- 
TENANCE Joss, by John E. Wakefield. 
Mull & Factory, Jan. 1949; v. 44, pp. 147- 
150. 


Methods of spraying, and examples of 
applications. 


PRIME COATING ALUMINUM SHEET, by 
Clyde St. John. Iron Age, Jan. 18, 1949; 
v. 163, pp. 42-45. 
A wash primer, containing a _ vinyl- 
butyral resin pigmented with zinc chro- 
mate, and the technique used in coating 
- sheet and coils are described. 


METALS 
HARD-FACING TAKES TO POWDER, by 
Lawrence A. Holtgren and Richard E. 
Parker. Weld. Engr., Jan. 1949; v. 34, pp. 
40-43. 
New equipment and techniques for hard- 
facing such steels as the AISI 400 series. 


INSPECTION WITH ULTRASONIC WAVES, by 
A. E. Rylander. Tool Engr., Jan. 1949; v. 
22, pp. 29-32. 
Locating internal material flaws or band 
failures with high-frequency waves. 


STRESS AND STRAIN STATES IN ELLIPTICAL 
BULGES, by C. C. Chow and others. Jour. 
Metals, Jan. 1949; v. 1, pp. 49-58. 
Results of tests on metal sheets restrained 
at the periphery and su veciee to hy- 
draulic pressure. 


PHOTOGRAPHY 


SPECTRAL CHARACTERISTICS OF LIGHT 
SourcEs, by Norman Macbeth and Dorothy 
Nickerson. Soc. Motion Pict. Engrs. Jour., 
Feb. 1949; v. 52, pp. 157-188. 


A brief description of all the important 
light sources, with special emphasis on 
their spectral characteristics and their 
effect on colored objects. 


XEROGRAPHY: A NEW _ PRINCIPLE | OF 
PHOTOGRAPHY AND GRAPHIC REPRODUC- 
TION, by R. M. Schaffert and C. D. Oughton. 
Optical Soc. of Am. Jour., Dec. 1948; v. 38, 
pp. 991-998. 
A dry electrostatic method for making 
photographs, reproductions, etc. 
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REFRIGERATING ENGINEERING 


HEAT-TRANSFER RATES FOR REFRIGERANT 
BOILING IN HORIZONTAL TUBE EVAPORA- 
ToRS, by L. G. Seigel and others. Heat. 
Piping & Aw Cond., Jan. 1949; v. 21, pp. 
159-162. 


Showing the variations in heat-transfer 
rate which occur when Freon 12 is boiled 
inside smooth horizontal tube evapora- 
tors. 


PRESSURE Drop WITH CHANGE OF PHASE 
IN A CAPILLARY TUBE, by Gerald P. Marcy. 
Refrig. Engng., Jan. 1949; v. 57, pp. 53-57, 
86-88. 


An original method of computing the 
length of a capillary tube to be used for 
the adiabatic expansion of refrigerant. 


RESEARCH 


NEw JERSEY’S SEMICIRCLE OF SCIENCE. 
Bus. Week, Feb. 26, 1949; pp. 30, 32, 34, 
36, 39. 


A survey of the variegated research ac- 
tivities situated in or near New York City. 


STANDARDS—SCREW THREADS 


THE SELLERS, OR FRANKLIN INSTITUTE, 
STANDARD SCREW THREAD, by Coleman 
Sellers, 8rd. Franklin Inst. Jour., Feb. 1949; 
v. 247, pp. 95-99. 3 


The history of early attempts to stand- 
ardize screw threads, with special atten- 
tion to the contributions of William 
Sellers and the Franklin Institute. 


UNIFIED SCREW-THREAD STANDARDS. Mach. 
Design, Jan. 1949; v. 21, pp. 127-128, 182. 


How unified standards will differ from 
the present national standard, and the 
principles which will govern the estab- 
lishment of new allowances and tolerances 
for the various grades. 


STEEL 


HEAT-TREATMENT OF TOOL AND DIE STEELS, 
by Peter Payson. Mach., Jan. 1949; v. 55, 
pp. 162-166. 


The first in a series of three articles de- 
scribes the heating cycles for five typical 
tool steels and results obtained. 


UsE OF HARDNESS DATA RESTRICTED, by 
A. R. Troiano. Steel, Jan. 17, 1949; v. 124, 
pp» 66501: 
Limitations of the end-quenched harden- 
ability test as a means of comparing 
various steels are described. 


THERMOMETERS AND THERMOM- 
ETRY 


Metuops oF MINIMIZING ERRORS IN THE 
MEASUREMENT OF HIGH TEMPERATURES IN 
Gases, by E. Marston Moffatt. Instru- 
ments, Feb. 1949; v. 22, pp. 122-132. 


The theory and methods of measuring 
the temperature of a flowing gas stream. 


VACUA 


CONDUCTANCE OF BENDS AND CONCENTRIC 
TUBES OF A VACUUM SYSTEM, by E. V. 
Sherriff. Jour. Sct. Instr., Feb. 1949: v. 26, 
pp. 438-45. 
Measurement of conductances in a vac- 
uum system of right-angle bends and mani- 
folds constructed of two concentric tubes. 
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TWENEY YEARS OF ATTENUATOR PROGRESS 


As one of the oldest and most progressive manufacturers of attenuators, we take pride in presenting 
our recent contribution to the users of fine volume controls ... the “Knee-Action Switch.*” This revolu- 
tionary type of rotor is now being offered on Daven attenuators and switches at no additional cost. 


For longer life and uninterrupted performance, we offer 
a switch with the following advantages: 3 


% Multiple wiping blades of the “Knee-Action Switch” ae 
are enclosed in a tamper-proof housing. * cover a. 


7. OILITE BEARINGS 


% Each blade conductor is individually spring loaded, giv- 


ing a perfect balance to the entire conducting surface. estes 


ALLOY CONTACTS 


8.."KNEE-ACTION” SWITCH 
ROTOR (SILVER TO SILVER) 


3% Uniform pressure on the contacts and slip rings is as- 
sured, resulting in low, even contact resistance, over 
the life of a unit. 


_ AIR INSULATION LOW LOSS MICA-FILLED 


MOLDED TERMINAL BOARD 


RIGIDLY SUPPORTED 
RESISTOR STRIP 

COMPLETELY SHIELDED eageery: 10. SPRING TYPE ATTACHED 
BRASS. CASE—FINIS : ae 

IN SILVER LUSTRE : 

"ROLLER TYPE DETENT 


. STAINLESS STEEL 
SHAFT— GEAR 


% The considerably shorter rotor arms, result in lower 
over-all switch resistance, due to the reduced conduct- 
ing path. ~ 


1). POSITIVE STOP. INDEPENDENT 
OF SWITCH ARM 


% For specialized switch applications, where space is 
limited, this new type of switch construction permits up a OrEreCHRRET 
to 6 poles on a 2 3/4” diameter deck. A greater num- is 
ber of poles may now be obtained than heretofore, 
on all smaller diameter units. 


*PATENTED 


For Further Information Write to Dept. GE-7 


“ DAVEN ~~ 


191 CENTRAL AVENUE 
NEWARK 4, NEW JERSEY 


; ae 
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ELECTRIC. 


CONNECTORS 


A complete new line of connectors that will simplify your stock problems, reduce system 


maintenance costs and give you reliable service 


@ Serrated contact surfaces gre used on all 


Class A-1 and A-2 connectors to give ex- 
tremely high pull-out strength. The connec- 
fors are designed to give a permanent, high- 
conductivity joint that will resist vibration 
and give positive pressure on the cable at 
all times. 


Silver contact surfaces gre q standard feature 


on all General Electric connectors for use 
with copper conductors. This eliminates 
oxidation problems, assures lower contact 
losses, low maintenance, and long life. 


interlocking sides on all Class A-2 and A-1 
connectors confine the strands of the cable 
within the conductor enclosure, thus ob- 
taining full advantage of the _ cable’s 
current-carrying capacity. 


Non-corrodible hardware is of high-strength 


bronze alloy that gives tight and trouble- 
free service. These connectors can be in- 
stalled without removing nuts from the 
clamps; thus eliminating the trouble of lost 
nuts and washers. The connectors will not 
twist, distort, or season crack, 


Class A-2 Tee Connector 
Approx. Three-quarter Size 
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Correct material for the job means that the composition of the metal 
alloy used is scientifically varied depending upon the application of the 
connector. For instance, the copper content is accurately regulated so 
that the connector carries current equal to the maximum current-carrying 
capacity of the conductor. The temperature rise of G-E connectors is 
never greater than the temperature rise in the conductor. These features 
mean you'll get full power flow through your connectors. 


Wide range of sizes means your stock problems will be cut to a minimum 
when you use these new G-E connectors. With A-1, A-2 and D connectors 
you can accommodate the same range of conductors—with fewer con- 
nector fittings. A complete line of connectors, such as straight, tee, block, 
angle, parallel, expansion, ground, and many others, is available. Why 
not place a trial order today with your G-E sales representative and see 
for yourself how these new connectors can cut down on your stock and 


maintenance problems? Write for bulletin GEC-400 that contains 44 pages 


of valuable information on these new connectors. 


Apparatus Dept., Section 856, General Electric Company, Schenectady 5, N. Y. 
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vided with pair of low- | 

capacitance contact springs _ 
for closing a high-frequency | 
circuit when relay is ener- | 
gized. _ 


RCA Engineers posed this question to CLARE when 
available relays for their purpose proved too large, 
too cumbersome. 


The close cooperation between engineers of the two 
companies which resulted has produced the CLARE 
Type “J’? Video Relay, which meets every require- 
ment for switching these high-frequency currents... 
and occupies but 7 cubic inches. 


Success of this cooperation between RCA and CLARE 
engineers in developing a superior small-size, low- 
capacitance relay is not only important to this, the 
world’s largest manufacturer of radio and television 
equipment, but it is of vital interest to every television 
engineer whose designs are often frustrated by the 17 
cubic inches that other typical video relays require. 


Clare sales engineers are located in principal cities. 
They will be glad to give you full information on this 
new video relay. Their counsel and advice may help 
you solve other relay problems. More and more, in- 
dustrial designers bring their problems to Clare, 
whose long experience in meeting and solving them 
can save you many hours of tedious and costly experi- 
ment. Call your nearest CLARE sales engineer, or 
write to: C. P. Clare & Co., 4719 West Sunnyside 
Ave., Chicago 30, Illinois. 


Capacitance of CLARE Video Relay 


Tests show that this new CLARE relay with a contact 
gap of 0.025” has the following capacitances: 


Interspring Capacitance, Contact Open 
0.5 mmf. at 3 megacycles 
0.5 mmf. at 10 megacycles 
0.55 mmf. at 20 megacycles 


Spring-to-Frame Capacitance, Contact Closed 


1.4 mmf. at 3 megacycles 
1.45 mmf. at 10 megacycles 
1.8 mmf. at 20 megacycles 
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